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THE ANTI-SIPHON TRAP DISCUSSION. 


[he story 1s told of a certain gentleman who de- 
sired to engage an Irish jaunting car for a drive 
along the Irish coast, east of Cork [here were 
many applicants. ‘lo each he gave the question: 

“Supposing we have to drive on the edge of a 
dangerous cliff, how near could you go without tall- 
ing over?” One replied “Two feet ;”’ another, “One 
foot ;” still another, “Six inches.” The man that got 
the job gave answer: “Shure, | would keep as tar 
away from it as possible.” 

This anti-siphon trap discussion reminds us of 
that story. It seems to be the aim of some of the 
participants to demonstrate how near one can go to 
suffering from sewer-air influences without actual 
collapse. It has often been said that the man on the 
edge of the field can see better how the game ts 
going than those engaged in the strife. From our 
point of view, there is no doubt that sewer-air 1s 
recognized by both parties as being malodorous 
Countless medical books, treatises, essays, pamph 
lets and magazines record equally countless cases 
of people seriously affected in health by odors re 
pugnant to them. Of what advantage ts it tor us 
to know that there are 14,002,000 bacteria in each 
cubic centimeter of domestic sewage, and in mixed 
sewage, 21,100,000? What do we gain by endeavor 
ing to figure out that the majority of these bacteria 
are friendly to the human organism and, using it 
as a battle-field, the friendly ones must eventual] 
overcome and destroy the unfriendly kind. 

We object to being a battle-field any more than 
we can help. The real points for consideration are 
that we do not like bad odors; sewer-air is a bad 
odor; steps must be taken to remove it. It 1s 
not a question of how much we can endure, but 
how much we can cure. 

lt is amusing to note that those who take the 
stand that the diseases attributed to sewer-air inha- 
lation are caused by errant mentality are the first 
to fall over themselves to bring physicists to sup 
port their contention of the innocuous character of 
sewer-air. On the other hand, when they are con- 
fronted with conflicting analyses made by equally 
reputable physicists, showing distinct physical at- 
tack of sewage bacteria on the human organism, 
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they wave these aside airily with the shibboleth: 
“Mind, nothing but mind.” 

The writer is acquainted with a person in Chi- 
cago who is seriously affected by the smell of 
bananas, so much so that it is impossible for this 
person to sit at a table where bananas are served 
in any form. We, who like bananas, could use the 
same phrase: “Mind, nothing but mind.” Mind or 
no mind, the sense of injury is real enough to the 
person concerned, 

In all our endeavors to bring about the greatest 
good to the greatest number, we must be guided by 
the opinions and necessities of the majority. An 
aversion to the smell of bananas is abnormal; repug- 
nance to the odor of sewer-air is common. Our 
course of action, therefore, seems to be clearly 
charted out. We must bend every energy to the 
securing of the installation of apparatus satisfac- 
torily preventing the admission of foul odors into 
Such apparatus will 
be evolved, if it is not already here, in recognition 
of the public demand for the exclusion of foul gases. 
The extent of its drainage function and the particu- 
lar conditions of the installation will determine the 
typal differences in the apparatus, but all will 


the households or buildings. 


conform in their application to eliminate sewer-air 
offensiveness. 

lt should not be our aim to determine how much 
baid air we can breathe without dying, but rather, 
how much good air we can inhale while living. Let 
the discussions reveal to us the best possible form 


as 


ot trap under all general conditions. We want the 
best; the “least worst”? cannot be considered for a 
moment. 

->-?> 


DO YOU BELONG TO YOUR STATE ASSO- 
CIATION? 





lf not, why not? The existence of hundreds of 
state and national organizations representing the 
industries of the many trades should be the means of 
awakening you to the importance of affiliation with 
an Organization representing your particular line of 
life-effort and also to a sense of your personal respon- 
sibility in the matter. 

Ask a man why he does not attend state or na- 
tional conventions and you will get one, or perhaps 
all, of three answers—‘‘I have no time”’—‘“I have no 
use for So-and-So in the association”’ (this is followed 
by a hard-luck tale of loss of contract in competition 
with the abused individual )—‘‘I have read the reports 
of your meetings and conventions and cannot see that 
I can learn anything.” 

Lack of time means lack of interest in most cases. 
We can make time for a baseball match, a house- 
party, a funeral or a joy-ride. Why? 
If you have a heart-interest in your 


secause we 
are interested. 
business you can make time for an annual associa- 








Vol. L, No. 8. 





tional meeting. It is an ideal place in which to learn 
that your competitor is not all horns and hoofs. 

So-and-So may be all that you represent him to 
be, but, please, do not pay him the compliment of 
crediting him with being the whole association and 
omnipresent and omnipotent into the bargain. 
Furthermore, if he is that kind of a fellow (and, be- 
lieve me, he is not so black as painted) he is a dan- 
gerous person to be allowed to control the destinies 
of your trade in your state. It is high time for you 
to jump in and clean house. 

The most hopeless case of all is that of the man 
who ‘“‘can’t learn anything.” Better quit the business, 
brother; you cannot last the marathon distance. We 
have been doctor for association diseases for several 
years now and we know only one cure for the “can’t 
learn” disease. Come to the next convention and 
twelve hours’ mixing will start you on the high road 
to complete recovery. 

Don’t wait till the next convention to join your 
state association. Send in your application for mem- 
bership now. Your financial and moral support are 
required this minute so as to spur the officials and 
committees of the organization to fresh efforts on 
behalf of your industry. If you want to know the 
secretary's name and address, write to ‘Domestic 
Engineering’ and Do It Now. 


~>-> siaieemnion 


THE BROADENING OF THE FIELD. 





One definite lesson taught at the conventions re- 
cently held at New York City, Trenton, Springfield 
and other points, was that the field of the plumber is 
gradually but surely broadening. The plumber today 
must necessarily be a different man from the plumber 
of 20 years ago. The daily problems are more diverse. 
He is constantly confronted by differing systems of 
heat production, by improved sanitary apparatus and 
devices. The master plumber is shoulder to shoulder 
in his work with the steam-fitters, the heating engi- 
neers, the boards of health, and latterly in a less de- 
sree with the architects and ventilating engineers. 

Do not think for a moment that this convergence of 
associations is going to leave the plumbing industry 
unchanged. The seat of activity of the master plumb- 
ers has become the brain rather than the hands. As 
in every other trade, skilled handicraft can be pur- 
chased at a definite market price, but brains make their 
own values. 

“Plumber and Gasfitter’—“Plumber and Steamfit- 
ter’—“Plumbing and Heating’—these are common 
business signs today. The master plumber is no longer 
“called” in to do a job. He goes after it and cap- 
tures it. Already has there been an expression of 
opinion at conventions that plumbing and _ heating 
specifications should be kept distinct from general 
building contracts. 
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We are not at this time going to prophesy the ex- 
tent of the field of operative effort covered by the 
plumber 10 years from now. This note is merely 
indicative of the subtle changes taking place, their 
causes and the expansion of the industry that must 
inevitably follow. 

It was, however, in a moment of clairvoyance re- 
sulting from the careful observations of this progres- 
sional movement, that the size and appearance of 
“Domestic Engineering’ were completely changed. 
Thousands of dollars have been set aside for addi- 
tional improvements in the service of this journal to 
its readers. We decided that the plumbing industry 
demanded a higher plane of representation than that 
afforded by a one-dollar-a-year weekly paper. On 
January 1st we commenced the change, and on Feb- 
ruary 5th, having laid the foundations for our greater 
work, the subscription price of “Domestic Engineer- 
ing” was fixed at $2.00 per annum. 

The changes in size, appearance and price have 
been indorsed enthusiastically by our advanced read- 
ers. 

“Domestic Engineering’ has no competitors. Its 
lines of effort are original, its policy broad and un- 
biased, its aim the development of the industry. It 
is a trade-expander and a business-getter. 

“Domestic Engineering” has no competitors. It 
bad air we can breathe without dying, but rather, 
high standing in the betterment of national sanitary 
conditions. This association of effort is beneficial to 
us all. Each of these journals has its legitimate 
sphere of action and able administrative personnel. 
Things differing in form and function cannot be com 
pared. We invite you to study closely the personality 
of “Domestic Engineering” and to assist us in carry- 
ing out our plans for the effective representation of 
the ever-broadening field of the plumber’s industry. 


EDITORETTES. 

Absolute accuracy and absolute truth can never be the 
possession of man. For this reason, we need so many 
factors of safety in all we think, say and do. 


Our opportunities and our ability to take advantage of 
them are correlated in a surprising degree. 


\ plumber who plumbs with enthusiasm and takes a 
heart-interest in his work will obtain his contracts with 
greater ease and at more profit than the one who “takes 


al 0b.” 


The plumber and steam-fitter who merely looks out for 
possible contracts instead of going out after them is like 
the general who sits still till the enemy comes out to beat 
him 

“Reading maketh a full man,” said the philosopher, 
Bacon, but the kind of fullness depends greatly on the 


character of the reading matter. Daily papers are more 
destructive in their effects than constructive. Popular 
magazines are interesting in different degrees. Live trade 
journals are the most helpful reading a man can use to 
secure the full measure of success in his life work. They 
guide him through the year in the avenues of progress 
Reading “Domestic Engineering” and its kindred publi- 
cations will enable you to take fresh grip on your busi 


ness each week. 


Do not get the habit of “brainstorming” to get business 
results. Get back to Nature in your business methods. 
Nature's best work is done silently. Day merges into 
night and spring into summer in such a manner that we 
become conscious of the effects only after the operative 
causes have ceased their labors. Remember that the 
silent sunbeam gives a horsepower, 33,000 ft. Ib. a minute 
to each 10 sq. ft. of earth-surface and does it year after 
year without creak or squeak Poise of brain means 
power in business. Useless excitement is destructive of 
useful energy. 

+++ 


HOBBIES, THE ANTI-SIPHON TRAP AND 
OTHERS. 


In reply to Jno. K \llen: It is too bad that 
you tound it necessary to reter to your humble servant as 
“that astute master plumber,” inasmuch as the synonym 
for astute 1s (according to Webster), “shrewd, cunning, 
subtle, sagacious.” It looks like a left-handed compli 
ment. Simply to be not misunderstood, I have no quar 
rel with your present hobby of “anti-siphon traps.” Much 
there 1s to be written on both sides of the question. Nei 
ther have I any debate on with Brother Wm. Jacobus’ 
hobby of “The main housetrap must go!” In fact, there 
are many opinions and arguments on both sides of both 
questions. But! They are only opinions, just as my opin 
ion on smells. Your stand, flatly taken, is that in the 
cases | quoted the bad odors made certain persons sick 
My opinion is that the cause of the bad smells was also 
the cause of the sickness. And there we stand. Now, 
my hobby happens to be that neither you nor I know 
just what made those persons sick and it is really foolish 
to multiply words on the subject. The only sensible 
thing for us to do is to use every endeavor to get to 
gether and with the rest of the people who ought to be 
come informed, use our best personal endeavor to the 
end that the subject, the whole question of right or wrong 
plumbing installation in all its bearings, be thoroughly 
and scientifically investigated so that we may know where 
we are at The American Society of Inspectors of 
Plumbing and Sanitary Engineers, the National Associa 
tion of Master Plumbers, the American Society of Phy 
sicians and whatever other related profession or societies 
may be interested, must get together, must investigate 
and gather data, which must be compiled, tabulated and 
compared before we can know what we are talking about 
The National Association of Master Plumbers has shown 
the way with its investigation of the bacterial contents 
of sewer-air. Who is next to take up the good work? 

In the meantime [I am perfectly willing to take your 
word for it—until | know better—that it was the bad 
smells that made the people referred to sick, and I can 
only say that if such is the case, it is absolutely neces 
sary in the interest of humanity to keep out the bad smells 
from the dwelling. Every reasonable and even some un 
reasonable precautions are justified in the attempt 


Newark, N. J. Ht. FF. Batllet 
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[here has always been a rivalry among the different 
trades as to which could claim to be the first in the his 
tory ot the universe The clayworker has enrolled the 
Deity on his side, claiming that the manutacture of man 
trom clay gave to his craft the pre-eminence 

Che laying out of the water supply for the man, how 


ever, preceded the manufacturing of man and as our re 


collection serves us at the present time Messrs. Pison, 


Gihon, Hiddekel and Euphrates were appointed as uni- 
versal plumbers engaged in supplying water for drinking 
purposes, washing purposes and the removing of waste, 
if there was any, from the Garden of Eden 


The plumber, therefore, gets first place and the polic: 


—_ 


man came next, tor we understand that a brigade of chet 


+ 


ubim were furnished with flaming swords to keep man 


~ 


from getting back into the place from which he had been 
fired. Then man took to pot-making to make his living 
lence, in our title we have placed the plumber, police 
and potter in their respective orders 

lt is a far cry from the Garden of Eden to the present 
day, but the plumber, police and potter are working in 


converging lines in the interest of sanitation. It would 


have been impossible 15 or 20 years ago to conceive the 
value of a practical potter addressing a plumbers’ meet- 
ing. This, however, has actually taken place at Trenton 
at the convention of the plumbing inspectors and sanitary 
engineers. Edward C. Stover and A. J. Weelans, practical 
potters of Trenton, presented interesting papers to the 
conventioners showing how the potters of the country 
are putting forth their best efforts in the manufacturing 
of sanitary wares, which will enable the plumber to ally 
his best work with theirs and raise the plane of domes 
tic and public sanitation 

It would also have been considered a wild dream to have 
them discuss plumbing topics in a potters’ convention, 15 
or 20 years ago, but it has actually happened at the meet- 
ing of the American Ceramic Society on Feb. 8th at Pitts 
burgh, Pa., A. J. Weelans presenting to this society an 
address on the grading and testing of sanitary wares, 
more especially plumbers’ supplies. The plumber, you 
see, 1s becoming more recognized daily. 

We present to our readers an excellent address by Mr 
Stover, for it will enable them to understand the advances 
which have been made in the potting trade in the en 
deavor to produce wares capable of withstanding all the 
tests to which they are daily subjected in actual use. In 
the address alluded to, Mr. Stover dealt more especially 
with the development of the body composition of these 
wares, and therefore it will be profitable to give here a 
brief description of the processes employed to make these 
wares possible. 

Although we are looking forward to a standardizing ot! 
all plumbers’ supplies, such standardizing will have more 
to do with the size than the quality of the materials em- 
ployed. The potter, however, is up against a very much 
more serious problem. There is only one certain thing in 
the clay business and that is “things which are abso- 
lutely the same are generally entirely different” and when 
the potter knows this to be true, he has advanced a great 
deal in his line of trade. The materials used in the san- 
itary wares that plumbers customarily install are com 
posed for the most part of clay, flint and feldspar, clay 
being preponderant. When proper proportions of each 
have been ascertained by careful experimentation, the mix- 
ture is conveyed to a series of blunging mills. The 


The Plumber, the Police and the Potter 





blunger is a large tank in which the clay and water ar 
thoroughly mixed and the whole mass so churned up 

to make it as homogeneous as possible. This clay creat 
is then screened through fine screening materials and th 
resulting liquor pumped into a series of canvas bag 


known as a filter press. As soon as these bags are full 


heavy pressure is applied and the water is forced through 
the canvas, leaving in the bags a series of flat clay cakes 
These cakes are dried for certain classes of goods and 


stored in bins and for others they are removed to a damp 
cellar and allowed to age. Ageing gives a working qual 


ity to the clay not obtainable by any other method. T1 
Chinese potters have known this for centuries. The pres 
ent Chinese potter works the clay his grandfather and 
father mined before him and is digging the clay to b: 
worked by his son and grandson. 

When the aged clay is brought from the cellar it is 
thoroughly mixed in what is known as a pugmill, whic! 
consists of a long trough, through the center of which 
runs a steel shaft bearing a number of cast-iron mixing 
knives. With this final mixture the clay is ready to be 
delivered to the different departments. In some cases the 
clay is required in small slabs, and for this purpose it is 
forced through an opening or die at the base of a verti 
cal mixing mill and handled in this manner. 

As will be seen by the illustrations, molders and press 
ers take this plastic clay and form it into the different 
sanitary wares with which we are acquainted. The utmost 
care must be observed in the manufacturing of these 
pieces, for if the parts of the mass differ in the moisture 
they contain, upon drying cracks will appear throughout 
their body and mar the pieces. When this drying has 
been accomplished and the wares have been safely placed 
in the kilns, there is still further risk in burning, for 
cracking, checking or warping may occur. From this 
brief description can be seen that the potter has his hands 
full in supplying the public with the beautiful wares he 
has placed before us. A more technical description would 
only be wearisome and the object of these lines is merely 
to show how closely we are allied to the potter in many 
ways. Every change in shape or new thing introduced 
as a result of inventive thinking, demands that the potter 
shall also get to work to meet the emergency. The illus 
trations will give a good understanding of the matters 
touched on in Mr. Stover’s paper on sanitary manufac 


turing. 





It is the duty of every business 
man to acquaint himself with all 
available data concerning the man- 
ufacture, marketing and use of the 
products he handles daily. This 


article is one of your opportunities. 
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THE DEVELOPMENT OF SANITARY-WARE 
BODIES IN THE UNITED STATES.* 
By Edward C. Stover 
The development of the sanitary-ware business in ow 
ountry has not only been more rapid than in foreign 


ountries, but the development of bodies from which 





Note the Filter-Press on the Right. 


these pieces are made has also undergone a constant 
evolution. 

The first made in this country in 1871 was of a coarss 
nature, an absorbent body, probably in grade about as 
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pal constituents .of this body were clay, flint and feld- 
spar, fired in the biscuit state, then dipped in a glaze and 


fred a second time in the glost kiln. Both the biscuit 





Taking the Clay from the Clot-Mill 
nd glost kilns are round kilns, open fire, and the piec 


protected by clay boxes, known as saggers 
The body was improved slightly, both in texture and 


in color from year to year, as the improvements in the 
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Comprehensive View of a Molding and Pressing Room. 


ar as what is now known as “CC” in the table line, as 
any other comparison that could be made. The princi- 


*Read at the fifth annual meeting of the American Society of 
Inspectors of Plumbing and Sanitary Engineers, held at Trenton, 
N. J., Jan. 20-22, 1910. 


shape and utility of sanitary pieces were demanded 

The vitreous-ware body that is now very largely in use 
in the construction of many of the sanitary pieces, par 
ticularly closets, tanks and small lavatories, was first 
adopted in 1891 in the manufacture of a 14-in. plain 
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round wash-basin, and the quality of this vitreous-ware 
has steadily advanced both in vitrification and fineness of 
color, until the present high standard has been reached, 
and even yet most of the sanitary foreign potters decline 
absolutely to make this class of ware, owing to the ex- 
treme difficulty both in manufacture and firing it. 


[It being thought impossible to make as large a plece 





Finishing Off the Bath-Tubs. 


as a closet of such tight body, this line of ware was not 
generally adopted even in Ame ica, for such pieces as 
water-closets, etc., until about 1895. 

Anyone connected with any branch of sanitary trade 
knows the very rapid improvements and developments 
in this line of ware, which has been made in the last few 
years, particularly as to size and shape of the various 








Dipping the Ware in the Glaze. 


pieces to comply with the sanitary laws that have been 
recently adopted. 

The construction of this ware, of course, is largely of 
clay, flint and feldspar, but numerous fluxing materials 
are added to produce the proper degree of vitrification 
suitable to the various firing temperatures. 
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There is another class of sanitary ware that has been 
successfully and constantly in use for a great many year 
it having been made in England a long while before it 
was adopted in the United States. This line of sanitary, 
goods is known as the solid porcelain, which is not, tech 
nically speaking, a correct name, as the principal body 
of ware is made of a fire-clay mixture, this containing 
some of the very best qualities of fire clay that can be 
obtained. The pieces made of some of the clays ar: 
previously fired and ground at the right degree of firm 
ness, termed grog, and mixed with the other clays that 
constitute the main portions of the body. 

Upon this fire-clay body, while yet in the green state, 
are placed numerous coats of vitreous-ware coating 01 
lining, which is very similar in its composition to the 
vitreous-ware body above described, and after a proper 








Setting the Saggers in the Klin. 


number of vitreous coats have been placed on the ware, 
it is then given several coats of a very hard vitreous glaze 
and fired in a large muffle kiln and completed in one 
fire. 

This ware was first made in the United States in 1893 
into bath-tubs, and is now very largely used in making 
solid porcelain laundry tubs, kitchen sinks, lavatories, 
slop sinks and special hospital fixtures of various kinds. 
Many of the very large pieces in the present state of 
development in the sanitary line are made exclusively of 
this class of ware, as it has not yet been found practical 
to make most of these very large pieces vitreous all the 
way through. As regards their appearance, durability 
and general sanitary qualities, its worth has long since 
been proved, as many pieces that were made 25 to 50 
years ago abroad are yet in use in this country, and show 
up in a good condition. Most of the first product and 
what has been made since in this line in this country, 
still remains in daily use. 

The most recent development in the sanitary-ware 
body line is what has been designated as extra heavy vit- 
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reous-wares, which have been under the state of develop- 
ment for the last two years, 1908-1909, considerable otf 
it having been put on the market during the year 1909. 

This body is very hard and vitreous all the way through, 
and made in one fire like the solid porcelain body. The 
difference between it and the solid porcelain being chiefly 
that all white materials are used in its construction in- 
stead of the fire-clay, used in the main body of the solid 
porcelain, which is slightly buff color. 

On a fracture, the extra heavy vitreous-ware looks a 
little coarser than the regular vitreous body, and is made 
somewhat thicker, and the pieces are, therefore, heavier 
than either the regular vitreous or the solid porcelain, it 
being very hard under fracture and hard to shape or 
grind. 

If any holes for tixtures or other depressions are re- 


A 


The Fires Are Dead; the Wares Have Life.—Breaking ‘Open a 
Finished Kiln. 





quired in the extra heavy vitreous body, as in the regu- 
lar vitreous, they must be cut through in the green state 
as even the hardest point steel drills are turned on try- 
ing to cut either form of the vitreous ware. 

On the whole, I think it is perfectly safe to say that 
the American products have not only advanced more 
rapidly in general style and shape of sanitary fixtures, 
but also in the quality and durability of the bodies used. 
A very strong proof of this point is in the fact that 
some of the very finest hotels and large buildings which 
are being erected in the various countries on the con 
tinent in Europe are preferring the American product 
both as to the shapes and quality. 





The Pittsburgh “‘cherubim,” unlike their 
Edenic predecessors, are engaged in driving 
people back to “paradise”’ conditions. 
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THE PITTSBURGH SANITARY POLICE. 


Pittsburgh has a Department of Public Health of which 
its Bureau of Sanitation is a star feature. Dr. H. K. 
Beatty, the chief of this bureau, whose presence and floor 
talks added much to the enjoyment of the Trenton con 
vention has crystallized his best sanitary thinking in his 
organization and administration of the Pittsburgh sani 
tary police. 

Until we inspected this body of men and basked in the 
sunshine of the Beatty-fic presence, we had always spelled 
the city’s name Pittsburg. We have been converted and 
spell it Pittsburgh—the “h” evidently being placed there 
in monogramic honor to the Health Department 

The sanitary police belongs to the Division of Sanitary 
Inspection of the Bureau of Sanitation. Pittsburgh is 
divided into 25 districts, each apportioned to one sanitary 
policeman. ‘The illustration shows this fine body of 
sanitary officials on parade. At 8 a. m. the police muster 
in, answer roll-call and present their daily reports. No 
verbal report is accepted. Every man has his own desk, 
is supplied with all printed forms necessary for the proper 
recording of his work, and the specific character of the 
reports made convinced us of the solid caliber of the men’s 
intelligence. At regular times each week, addresses on 
vital sanitary topics, connected directly with their work, 
are given by Dr. Beatty, or Lieutenant Fisher, the head 
of the police. 

At 1 p. m. each man reports by telephone to headquar 
ters and thus the department is apprised of the daily work 
ing force and can also give specific directions to the guar- 
dian of each district’s health, should special complaints 
have been received after the morning distribution of busi 
ness. 

The printed form, required to be filled out each morn 
ing, contains the following heads, all comprehensive and 
showing the necessity of vigilance: 


Alleys Privy wells To provide 


filthy. 


Cellars 
filthy. 


Defective 
drainage. 


Drain pipes 
leaking. 


Gutters 
filthy. 


Garbage and 


filth thrown 
on Streets. 


Garbage 
and filth 
thrown on 
vacant lots 


Houses 
filthy. 


Hlouses 


damp. 


Hog Pens 
filthy. 


Manure 
heaps. 


Ponds of 
water. 


Privies 
filthy. 


foul. 


Streets 
filthy. 


Slaughter 
houses 
filthy 


Stables 
filthy. 


sewers 
Obstructed. 


Vacant lots 
filthy. 


Water in 
Cellars. 


Water 
closets 


foul 


Water 
closets 
leaking 


Water 
courses 


filthy 


Water 
courses 
obstructed. 


Yards 
filthy 


Suitable 
privy. 
Privy in 


dangerous 
condition. 


Traps 
for waste 
pipes, 


Drinking 
Water to be 
tested. 


Referred to 
Division of 
Plumbing 


Culture 
tubes 
delivered to 
stations. 


Culture 
tubes 
returned to 
office 


Houses 
placarded. 


Placards 
removed 


Diphtheria & 
scarlet fever 
reports retur- 


ned to office. 


Patients 
removed to 
hospital! 
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Privy wells Dead For Bureau WHEN THE MASTER PLUMBERS STRUCK. 
full animals of Highways 
reported and Sewers 


Could This Happen in the United States? 


(Cases of = 
yp ied Brod . Siedaed oe Our English contemporary at Manchester, the “Plumb 
ing Trade Journal,” in a recent issue, gives the following 
\ll complaints, under these heads, are indicated by a interesting item under the title “A Triumph of Organ- 
black stroke in the proper use The details concern ization” 
ing each stroke are supplied to the recording official o1 “So abundant are the daily demonstrations of the ad 
form cards. The re ports tron all the districts are merged antages of trade organizations that it remains matter for 
into one every day and the bookkeeping system 1s s wonder that there can still be tound master plumbers, or, 
eficiently carried out that at any moment a balance ot indeed, members of any trade possessing organization, 
departments or district efficiency can be struck. content to exist without availing themselves of the ad 
let it be noted al that notifications to the offenders vantages oftered 
f nuisances to be abated are mailed from the head office “The latest example is unusual in so far as it apparently 
and are not made out by the policemen themselves. This benefited the outside plumber, and the particulars were 
eliminates the possible personal element and ensures the disclosed at a recent meeting of the Aberdeen Town 
receipt of the official notice by the responsibl person Council Aberdeen plumbers are well organized, but the 
in the household. It short-circuits the cook, butler, jan business of one of the plumbers recently changed hands, 
maid-of-all-work and forces “hubby” to believ ind the newcomers elected to remain outside the Master 
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The Pittsburgh Sanitary Police on Parade. 


that the Department of Health is a directed force and Plumbers’ Association lor certain work the Town 
not a stray projectile Council had in hand it became necessary to invite tenders, 

The Sanitary police of Pittsburgh are not conducting a and estimates were asked from among others the outside 
crusade nor inaugurating a reform movement. They are firm referred to. Coming to the knowledge of the asso- 
doing a lifework. The system is complete, but no sys ciation, its members unanimously refused to submit esti- 
tem, however pertect, can be effective without an admin- mates, and when the time for considering the tenders 
istration possessing tact, courtesy, judicial discrimination. arrived, there Was but one to consider. Despite protests 
honesty of purpose and sincerity of desire for public from members of the council, and reminders that they had 
good. Dr. Beatty and his associates have these and the always carefully respected the rights and claims of opera- 
men’s work is stamped with the same seal. Over 14,000 tives’ unions, and therefore could not deny similar rights 
cases were reported last year; the authority of the de to the masters’ association, the contract was awarded to 
partment is bringing about obedience to the notices served the outsider by the town council. That the rate-payers’ 
and this without recourse to legal measures interests were probably prejudiced by accepting a ten 

a der without any competition is but an incidental point. 

Otto Weitz has opened an up-to-date plumbing estab- “A superficial examination of the case might lead to 
lishment on East Main St.. La Porte, Ind. Mr. Weitz the inference that no advantage was gained by the asso 
has worked as journeyman plumber in that city for the ciation plumbers—that they only deprived themselves of 


past 10 years. 
Paul J. Dolan, 719 Indiana Ave., La Porte, Ind., has se 
cured the contracts for the plumbing and heating of the 


the opportunity of securing a lucrative contract. But a 
little reflection will show that the action of the associated 


new Y. M. C. A. building, and for the plumbing in the plumbers will vitally affect future work. The outside 
new “oe Porte school. These two jobs amount to firms are in a hopeless minority, and the ratepayers are 
$10,000. ! ol as ‘ ‘ ice r ‘ , is , : ; 

) r. Dolan has had a nice run of work during not likely to approve of their representatives awarding 


last fall and this winter, including plumbing and heating 
in more than half a dozen residences, one theater and an 
office and flat-building. 


contracts without competition, while persons who may 
have work to place have had it demonstrated to them 
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that only by limiting their invitations to the members of 
the association can they hope to receive competitive 
prices.” 

If you have a strong organization in your town what 
vould its members have done in such case? 

We would like to have your opinion on the matter. It 
may help to determine the course of action that may or 
may not be pursued under certain conditions. 

| illite 
GOT IT RIGHT THIS TIME. 

We have been advised by the “IXL” Pump & Mfg. Co., 
Philadelphia, Pa., that our convention reporter at Trenton 
got something twisted in the item concerning the Pitts- 
burg Brass Mfg. Co. It was stated that Mr. Ward of 
that company rented a store and installed one of its anti- 
freezing closets under working pressure. The item should 
have read that Mr. Griffiths of the “IXL” Pump & Mfg. 
Co., manufacturer of plumbing specialties, had the only 
exhibit under working pressure in that store and kindly 
extended to Mr. Ward, of the Pittsburgh Brass Mfg. Co., 
the gratuitous use of the store in order that Mr. Ward 
might install a closet at his own expense for demonstrat- 
ing purposes. The interest in the two exhibits was marked 
and favorable comments were made on the enterprise of 
“IXL” Pump & Mfg. Co. 

ciidiiaaiaianitiiainaaatinaaiae tis 

Burke Bros. Co., Gary, Ind., has secured the contract 
for the plumbing in the United Presbyterian Church in 
that city. 
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PLUMBING WINDOW DISPLAY. 

The writer stood on a Chicago street corner the other 
day and two plumbers’ and steam fitters’ establishments 
were in plain view. One man’s window was clean and 
through it could be seen an attractively arranged interior 
with wares of spotless cleanliness. The other window 
had not been washed for days. One had to press one’s 
face to the glass to get an idea of the range of goods the 
owner handled. 

Who do you think had the best chance to do business? 
The answer is easy and you know itt. 

Who do you do business with? The property owner, 
the contractor, the architect? A well lighted, clean win- 
dow containing a good selection of plumbing supplies 
kept so clean that they voice to the eye their sanitary 
mission will arrest the attention of every observing man 
and woman who passes by. 

It should be your duty to create a series of mental pho- 
tographs in the brain of every observer of your store. It 
should not be the memory-picture of the same bath tub 
set at the same angle in the same position month by 
month. Move something, place something, give a con- 
stant idea that life, and not stagnation, is presem in your 
business atmosphere. 

Don’t have a “dead end” window and store. Translate 
the shop talks you give your customers into shop-window 
object-lessons. Remember that in most cases it is easier 
to sell a first-class high-grade article at a good profit than 
a low-grade one at a 5 per cent margin 





In Early Days—X XV. 


By Herbert 


PHILADELPHIA. 





The plumbers of ye olden time have claimed first place’, 
and now we take up the interesting story of the manu- 
facturers and dealers: 

The Tatham Brothers began to make lead-pipe in 1840 
The original members of the firm were: Benjamin, 
Henry .B., George N., Charles B. and William P. Tatham. 
Chas. B. and Benjamin Tatham were the managers of the 
New York branch. They made the best lead-pipe ever 
known, garanteeing to make it any length, whereas the 
plumber making his own lead-pipe on shapes or forms, 
and soldering down two seams, could only go fifteen feet 
Tatham & Bros. bought up the plumbers’ forms, and they 
had no difficulty in getting pipe short or long as desired. 
In 1865 Tatham & Bros. had the first real opposition 
when McCullough came from New York and established a 
lead works. No matter how good his pipe was, the 
plumbers, who have always been a prejudiced race, said it 
was inferior, and McCullough retired after a stubborn fight 

On Windmill Island, in the Delaware river, the Tathams 
had a smelter where they refined various kinds of ores as 
well as lead. They early established a branch in New 
York and built a shot-tower there, which does not exist 
today. “Integrity” should be written over Tatham & Bros.’ 
door both in Philadelphia and New York, and their suc- 
cess for generations is a complete refutation of the un- 
written belief held by so many that deceit is a necessary 
concomitant of business in order to “secure the coin.” 


a 


*See “Domestic Engineering,’’ Nov. 20, 1909, Page 204. 


Renton 


“By industry we thrive’ is a common belief, but integrity 
is not always included. 

The Tathams were not Quakers, except a younger 
brother—Benjamin—who afterward became a Quaker. The 
father of the original Tatham brothers was an Englishman 
and a school teacher. He knew nothing about lead. 

The New York end of the business was established in 
1842. 

The Tatham Brothers served their day and generation 
and have fallen on sleep. The name has been swallowed up 
both in Philadelphia and New York, in common with those 
of other lead makers, under a union title, and “Tatham” is 
only a memory, even as “Shaw” and “Wiftard,” of Colwell, 
Shaw & Willard, who invented the tin-lined lead-pipe pro- 
cess in 1858 and who fought the Tatham brothers bitterly 
at law for years. 

The Colwell Lead Co. survives in power—but their old 
shot-tower in Centre St., as well as that of their ancient 
rivals in Beekman St., no longer towers over the city of 
New York as in days of yore. 

The earliest brass foundries in Philadelphia were James 
and Henry Jones, two Englishmen, but not related, who 
began about 1838 and who had a branch in New York, as 
stated in a former article in this series. They continued till 
1871 when both died within a few weeks of each other. 
Joseph L. Travis, who had been foreman for George Kirk, 
brass founder in the Kensington district, succeeded them, 
continuing until his failure about 1880, when the business 
was sold out and discontinued. 

The building on Arch St. below Third St., was occupied 
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later by Hunter & Dickson, dealers in wrought-pipe, gas and 
steam supplies, who are there now. 

Very little is known about this fine old brass concern of 
J. & H. Jones except that they were earliest in the field and 
made quality brass work on honor. The oldest concern in 
the supply trade in Philadelphia and. one of the most pro 
gressive and up-to-date as well is McCambridge & Co 
Richard McCambridge, who was born in Canada, learned 
his trade with J. & H. Jones and started in for himself 
about 1847 or 1848 in Cherry St. above Third. I know 
he printed matter of the company says “Established 
1850,” but that is the date when the present business was 
started at 527 Cherry St. by McCambridge & Fry. John 
fry was a pattern-maker who joined Mr. McCambridge 
two or three years after he had left J. & H. Jones and 
began for himself. It is interesting to note the changes 
iis sterling concern First McCambridge & Fry in 
1s50—then McCambridge & Robinson, Richard McCam 
bridge. McCambridge Son & Co... McCambridge & Co.. 
\ieCambridge & Co.. Limited. McCambridge & Co., Inc 

















The Late Thomas Casey. The Late Rich. McCambridge. 


inally McCambridge & Cooper Co., the present title. 


ln the seventies and eighties the “Co.” was Mr. Thomas 


Casey oth McCambridge and Casey were men of the 
highest integrity McCambridge was a good Methodist 
and ( asey de Out itholie, but they never quarrelled 
and thought the world and all of each other Casey Wads> 


fond of carting his friends off to his church, and one of 
these friends told me of an experience he had with Mr 
('asey when the church was so crowded that the visiting 
friend fainted Mr. Casey got him out into the arr, 
revived him, and then wanted to take him back again 
into the church but “once was enough for him.” 

Richard Met ambric doe like his old employers, |. WN 


Jones made only good work and the name has always 


heen synonymous with “the best.” He was the leader in 


the trade for over forty years, passing away in 1890. His 
old friend and partner, Thomas Casey, survived him only 
four years. McCambridge & Cooper Co. today is unde 
the ethcient direction of Mr. George B. Howell, who was 
Mr. McCambridge’s right bower and whose connection 
with the business dates back thirty-seven years, is re 
sponsible for the present high standing of this fine ol 
concern. 

Another of the old brass tounders and finishers of high 
reputation was Homer & Poole, in Race St. below Third 

still continuing under the name of the Homer Brass 
Works 


(Charles Perkes, another old-time maker of brass goods 


on Sansom street and later at 627 Arch street, was quite 
a character. When Stambach & IL.ove started in business 
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56 N. 7th St. they sent out a stock list to several bras 
concerns and Perkes declared that he must have th 






order. Said he: “I’m going to put those goods in the: 
if I have to do it for nothing.” When I first knew the 
jobbing trade of Philadelphia in 1882 there were Stan 
bach & Love, Cooper, Jones & Cadbury, Froelich Brot! 
ers, C. A. Blessing and Mullikin & Allen. The latte: 
were on Seventh St., above Market, and did not last 
long—albeit Mr. Mullikin was the first Philadelphia job 











ber 

Charles Mulliken—about 1862—began business at 520 
Commerce St. He was joined by Charles S. Feather, form 
ing the firm of Mulliken & Feather. In 1867 they start: 
manufacturing copper bath-tubs; C, A. Blessing, who had 
heen with Henry Steeger in New York, was placed in 










charge of the factory. This co-partnership lasted until 
1874 when it was dissolved and three distinct houses were 
established: viz.. Charles Mulliken, at Tenth and Market 
Sts: €. S. Feather. with two of the old employes, a: 
Feather, Stambach & Co., at 44 North Fifth St.. and C. A 




























Ss. P. Stambach. Geo. B. Howell, in 1889. 


— 


Blessing at Sixth and Berks’ Sts. as manutacturers 
bath-tubs 

The death of Mr. Feather in 1875 caused the dissolution 
ft Feather, Stambach & Co., when C. A. Blessing con- 
tinued the business with S. P. Stambach as manager of 
the jobbing department until 1877, 

(On Sept. 1, 1877, S. P. Stambach and Robert Love (who 
had been associated with John D. Johnson since 1865 mak- 
ing iron pipe and fittings) formed the firm of Stambach & 
Love, at 56 North Seventh St., continuing later at 50 and 
52 North Seventh St. until Jan. 1, 1907, when they com 
bined with Walls & Pearsall and Owens & Salter taking 
one name from each of the three firms, making the pres- 
ent house of Walls, Owen & Stambach Co. 

On May 1, 1907, the Walls, Owen & Stambach Co. 
quired the Wm. S. Cooper Brass Works on Twelfth St 
and ran it as an adjunct to their business till September 
1909, when the McCambridge & Cooper Co. was organ- 
ized. They also bought out the Van Meter Foundry Co., 


at Reading, Pa.. which they now are operating. 





\s Mr. Cooper, now about eighty years old, the founder 
of the present extensive establishment of Haines, Jones & 
Cadbury and of the old Cooper Brass Works, is al 
center of the manufacturing branch, it will be seen that 
S. P. Stambach is the central figure in the history of the 
jobbing trade of Philadelphia, touching it at every turn 
Augustus Froehlich of Froelich Brothers, was a boy under 
\lr. Stambach at Blessings (Wm. Froehlich was ith 
Morris, Tasker & Co.). 

(To Be Continued.) 
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REPORT OF THE REVIEW COMMITTEE FOR 1910 
ON FURNACE HEATING+®* 

During the tirst thirteen years of its existence, the 
American Society of Heating and Ventilating I[-ngineers 
took up tor discussion the topic, “Warm-Air Furnace 
Heating,’ in some way or another thirty-three times 
This averaged about two and one-half times each year, 
that the subject, in some one of its many phases, was 
Seventeen papers were presented, and 


up for discussion 
sixteen oral discussions. Of the papers, six containe 
sufficient data to allow them to be designated as tests, 
three were descriptions of installations, and the remaining 
eight were opinions, data and theory fourteen of the 
papers were written by members and three were written 
by non-members of the society. 


The features of the subject which were discussed the 


most thoroughly were: ratio of the erate area to the heat 


ing surtace 1) the lurnace;: alr-space sic the outer cas 
ing of the furnace: circulation of the air in the furnace: 
shape and size of the fire-pot; manner of taking leaders 
from furnace bonnet; construction of warm air leaders 


and flues: location of registers: velocity of air through 


furnace, leaders, flues and registers: recirculation of ait 
¢ ay | Ty - s | | ; ’ +] ‘ ; 1] + } 
partial recirculatton Of alr, ©O1 he list {)j tii ITestl 1] 
temperatures of turnace walls, thlue gases, and air ente! 
Ing rooms; quintitv ot heat radiated trom 1 square loot 


» < , 
ofr neating surtace; ratio oO} the area ot the tresh air ducts 


tO the leadet area ratio of thy le le} iT Tay thre orate 
| | 
ar€a: ratio of the leader areas to the re vistel in 
| . ‘ , , 
calculation ot heat loss trom building 
lhe Opmi1ons, representing current practice vith , 


erence to the above subjects, that are most logically pre 


sented tO the society ind hest horne Out by reports (>) 


Lests, seemed to be as tollows 
Furnace. 
lhe tire-pot should be cylindrical o1 ry slightly com 
a] 1m shaps Some advocated “iT rrVe rted conical 
pot, 1. e., with the large diameter at the erate 't should 


be large enough to hold tuel for an eight-hour fire, an 
the ratio of the heating surtace to the grate area would 
ipproximate twenty five to one (25:1) The erate houk 


not be required to burn more than 4 Ibs. of coal pet 


hour. A corrugated surface for the fire-pot seemed to be 
favored. The temperature in the turnace should be high 
in order to provide Or implete combustion if as 
considered that high temperatures were not objection 
able, so long as the exhaust gases had a low temper 

and so lone as sufficient air is circulated over the heat 
ing surface. In no case should the temperature of tl 


7 


himnev flue gases be higher than 400° | 


The air-space between the casement and the heating 


surface was thought to require a cross-sectional area 
equal to or greateét than the COT bined CT sectiot | 
irea of ali leaders connected to the turnace With re 


gard to the circulation of air in the furnace, if possible, 
the cold air should enter the heating space in such a way 
as to first come in contact with the surface heated by the 


exhaust Vases as they escape into the chimney flue and 


should pass over the hotter portions of the furnace last 
This gives a low temperature to the exhaust gases 

high temperature to the circulating an The velocity « 

the air over the heating surtace do not seem to be 
Firlly settled, but all are agreed that should it be neh 


*Presented at the 16th annual meeting of the American Society 
of Heating and Ventilating Engineers, held in New York Cit 


Jan. 19, 1910 Prof. J. D. Hoffman, Purdue University, made 
this report in the Capa ity of a committee of one The repo | 
: ‘ ‘ wit? The SOC} ry 5 


is reproduced in excerpt form in acco dances 
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the air passing through the register will have a tempera- 
ture less than 140° F. 

The warm-air leaders should be taken off near the top 
of the casement at an angle of about 45° 

One square foot of heating surface should give up 
approximately 2,500 B. IT. U per hour 


Fresh-Air Duct. 


The fresh-air duct should be air and water-tight if 
placed under the cellar floor. When there is room it is 
preferably placed overhead in the basement, and drops to 
the floor near the furnace. The cross-section of the duct 
should be 80 per cent of the combined area of all the 
warm air leaders, and it should take its supply from a 
point where the air will not be contaminated with dust, 
gases or inal-odors. If this is not possible a fresh-air 
coom should be provided and screens and deflectors used 
to rid the air of its dust. In nearly all residence work 
the plan includes the recirculation of a part of the air 
passing through the furnace and this necessitates proper 
dampers and connections in these lines. The manipula- 
tion of these dampers should provide for the circulation 


of any desired proportion of the air. 


Leaders and Flues. 


The best practice seems to favor double-walled leaders 
and flues with asbestos between. The use of thin sheets 
of asbestos on the outside of a single pipe is of doubt- 
ful value. 

Abrupt changes in the direction or the size of a pipe 
should be avoided and the greatest possible rise with 
the least number of turns for the basement leaders should 
be provided. 

The velocity of air in leaders varies from 250 ft. per 
minute, for those leading to the first floor, to 500 ft. per 
minute, for those leading to the second and third floors. 

The cross-sectional area of ali leaders should total be- 
tween 1.1 and 1.5 times the grate area 


Registers. 


The area of the net heat register is trom 1.1 to 1.25 
times the area of the pipe leading to it. Ordinary prac- 
tice places the heat registers either in the floor or at the 
floor line. A much higher velocity in the warm-air flues 
could be allowed by placing the registers in the walls 
above the heads of the occupants 

Ventilating registers should be placed at the floor line, 
and are in practice, the same size as the warm-air regis- 
ters, although the theoretical size would be somewhat 
less. The flues leading from the ventilating registers are 
so arranged as to take the air back to the furnace or to 
the outside of the building and must be supplied with 
necessary dampers. The area of these flues will be either 
that of the warm-air flues or 80 per cent of that area. 


Heat Losses in Buildings. 


This part of the furnace work is common to all other 
types of heating also, and should be more complete. The 
following, however, is merely that given under the fur- 
nace work. 

In calculating the heat lost from a room, find the ex- 
posed wall area and add one-fourth of this to the actual 
glass area. Multiply this sum by 75 for rooms having 
south exposure where the climate has a temperature sel- 
dom less than 0° F. For other exposures than a south 
exposure this multiplier will vary from 75 to 100. 

This rule is based on the following assumptions: The 
loss of heat, by radiation, from 1 square foot of glass, is 
1 B. T. U. per hour for each degree difference between 
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the inside and the outside temperatures. The loss through 
the average wall is one-fourth of that for glass. The 
floors and ceilings between heated rooms and unheated 
rooms may be taken as having one-tenth the loss of glass 
area. 

In case air is used for ventilation, 55 cu. ft. may be 
considered as carrying off 1 B. T. U. for each degree 
difference in temperature between the room temperature 
and the outside temperature. Similarly 55 cu. ft. of air 
will bring 1 B. T. U. into the room for each degree dif- 
ference between the temperature at the register and the 
room temperature. J. D. Hoffman. 


a Oem: 


HEATING ONE-STORY BUILDINGS. 





By Charles A. Haussler, Cincinnati, O. 


ee 


So far as their construction is concerned, the simplest 
of all structures requiring ventilation and heating are 
one-story buildings, such as mills, shops, and exhibition 
buildings. No other form of building, however, has so 
large an amount of wall and roof surface per cubic foot 
of enclosed space, or such high and extended rooms; in 
fact, such a building, as a rule, forms only a single room. 
As a consequence, the most efficient system of heat- 
ing is necessary. It is not alone sufficient that the ap- 
paratus shall be large, to allow for the excessive heat 
loss from the buildings, but, above all, the arrangement 
of the distributing ducts must be such as to most eco- 
nomically utilize the heat supplied. Underheating at the 
floor and overheating above is one of the most natural 
consequences of an imperfect system of distribution. Un- 
der such circumstances the apapratus itself 1s frequently 
condemned as having insufficient capacity, when the 
trouble lies entirely in the manner in w'ich the heated 
air is delivered to the building. 

In buildings of this type the principal provision is to 
be made for the heating, for the occupants are generally 
separated, and the air supplied for heating will answer 
all the requirements of ventilation. It is nevertheless 
necessary that they should be provided with fresh air 
in sufficient quantity. One of the inherent virtues of this 
method of heating is that it ensures such supply. As 
the air provided is generally in excess of that required 
for, ventilation, increased economy can be secured by 
using over again a portion of the previously heated air. 

This may be done by arranging the dampers or doors so 
that part of the air entering the heater is drawn from 
out-of-doors. If desired, all the air may be taken from 
the room. In fact, in the ordinary factory the common 
practice is to take the entire air supply from within the 
building. This does not result, as might be supposed, 
in a total lack of ventilation, for a very considerable 
amount of outward leakage takes place through the walls 
and around windows and doors. Sufficient, indeed, to 
cause a similar inward, but imperceptible, leakage at 
other points in such quantity as to result in a compara- 
tively frequent change of air within the building. 

One of the greatest difficulties in a building of this 
character is to heat it rapidly in the morning, after it 
has cooled down during the night. No other system can 
so completely and rapidly meet requirement as that here 
presented. When it is desirable, the engine may be run 
slowly all night and the building maintained at a mod 
erate temperature. The exhaust from the engine being 
used in the heater, no expense is entailed for motiv: 


power. 































SOME QUESTIONS. 

As the writer of these lines has wandered up and down 
the country, meeting many of those who are engaged 
in the craft, he has been impressed at times by the num 
ber of ideas that never appear in print. 

[ believe that there are hundreds of the boys who 
could express themselves forcibly and well upon some one 
or more of the few questions which | am going to ask 
at the close of these few remarks, and I would like 
mighty well to call forth some letters from those who 
are engaged in the business from day to day. Ideas from 
the man who has to hustle around and get the work and 
from the man who does the work, and perchance there 
are others who would like to ring up a “bullseye.” Views 
differ and there are many difficult problems coming up 
constantly. No one man knows it all and different opin 
ions are valuable in order to avoid getting into the rut. 
Therefore I want to ask some questions and have them 
answered. No names will be published with the articles 
unless so desired. At proper times our own views upon 
certain subjects may be stated; but we do not hold our- 
selves responsible for the opinions of others. Here are 
the questions: , 

Question 1. 

The plumbing craft extends far back in history. For 
hundreds of years the journeyman has tinkered pipes. To- 
day this business runs far into the millions of dollars. 
Yet it does not and never has occupied a relatively im- 
portant position in the nature of events as compared 
with other crafts or business. 

Why is this so? Can it be changed? If so, by what 
methods? 


Question 2. 

Many master plumbers work harder than their jour- 
neymen. They insist upon honest work being done, sell 
reputable goods and give long hours to the business in 
figuring work, a large percentage of which is on estimates 
they never receive pay for. Yet, withal, there is no wealthy 
class among our ranks. Many indeed find it barely pos- 
sible to “make strap and buckle meet.” The same efforts 
that these men put forth, applied along some other lines, 
would turn us out a bunch of millionaires. Why should 
these things be so? How can they be remedied? 

Question 3. 

In many cities today the journeyman plumber is forced 
to take an examination and secure a license before he 1s 
allowed to work at his trade. _ 

How about his cousin the steamfitter? 

If the plumber is obliged to take out a license, why not 
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the steamfitter, and if such comes to be the case who 


should prepare the examination papers? 
Question 4. 

What can be done tor the “price cutter?” The man who 
is always knocking the bottom out of things and who 
eventually goes “broke” himself and “like as not” pulls 
others down with him who have been foolish enough to 
meet his crazy figures. What shall we do with this fel- 
low, anyway? “Hand him one,” or try the educational 
tactics? 

Question 5. 

What I would like to get at in this question is the 
real facts of the case from the men who are running the 
shops or doing the work and have had a chance to ob- 
serve and try out the ” from both sides of the 


‘samples 
case. 

[ want facts and not prejudices, actual occurrences and 
not theories. 

We can furnish all the theories necessary to the case 
when the time comes to apply them. 

It has been asserted that the boy can learn at the 
trade-school in a few months what would take him years 
to acquire in the shop. It has also been claimed that the 
trade-school boy makes a better mechanic and a broader 
minded man, and that the boy who learns his trade in 
the shop simply isn’t in it any more with the one who 
acquires his information from these various schools 

Now, the editor of this department could write some in 
teresting copy on this theme, but refrains, at present, be 
cause he desires to give an opportunity to the people who 
are running the shops to express their actual experi 
ences along this line. 

Please remember what we are after in regard to this 
particular question is the actual experiences, for they are 
what tell the story, plainer than words. Therefore, sup- 
press your feelings whatever they may be and state the 
facts. 

a ae 
AN INCIDENT. 


Editor “Domestic Engineering’:—I remember reading 
in one of your papers some facts regarding the man who 
runs the shop, and who is not doing all the work that 
might, possibly, come to it. Concerning this I have a 
story: 

One day last summer a wild-cat got into some territory 
which I had worked up very carefully along the line of 
gas-machines and by hook and crook succeeded in in 
ducing a dry-goods merchant to take the agency for a 
small town which was included in my territory. Th 
wild-cat agreed to help the dry-goods merchant sell the 
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first machine, and he, being a young man, fell for the 
pame 

[fe saw, through the glowing pictures painted by this 
false prophet, visions of cartwheels coming his way by 
the gross. So he bought a sample machine, paying cash 
to the extent of nearly $100 and held on to it for some 
seven months \t last, getting uneasy and desiring to 
get his money back, he sent for the wild-cat who sold 
him the machine and they drove around the country and 
finally cornered a farmer to whom they sold the gas-ma- 
chine and fixtures, agreeing to install the outfit. They 
were shy a fitter and sent for one and he refused to do 
the work. 

The young merchant sent for me, and [ took my tools 
and went out to his place, not knowing the circumstances 
when I started. When J found out the nature of the deal 
| said to the monkey who was pulling the chestnuts out 
of the fire for the cat “So this 1s the job you got me 
up here to do, 1s it Well, not for your Uncle Henry. 
It's me on a hike for home. Let the man who sold you 
the machine do the work, or find some one for you. Good 
day,” and I packed my kit and went home. I made a lit- 
tle calculation on that job, and, say, 1f that young mer- 
chant gets enough profit out of the deal to buy a new 


~ 


chirt why I am a sinner. I think the lesson will be 
enough to last him for some time. Yours truly, dD. 
Rochester, N. ‘ 
a 
WHY NOT PLAN A SELLING CAMPAIGN FOR 
THE SHOP? 


By Phoenix. 


We are now, so to speak, in the “winter of our discon 


tent” and the larger part of the work has slackened up for 
the season. For the next few weeks in many of the shops 
there will be plenty of time for observation, reflection 
and reading the trade-paper 

Why not make use of some of this spare time, after 
the stock has been gone over and placed in the best pos 
sible condition, and plan out a regular campaign for the 
season of 1910? 

Now vour Uncle Phoenix has had occasion, during the 
‘midnight oil’ studying 


past few weeks, to burn much 
upon some problems which have come up, and in the 
course of his investigations he has come across several 
interesting bits of information and desires to set down 
a few points at this particular place 

Refore I start in I desire to turn loose the following 
sentiment: It is not the pats on the back that always 
help us most. The greatest help yours truly has received 
\ fel- 
low comes along and slaps you on the back and _ says: 
“Say. John. that last deal or article of yours was simply 


has come, at times, from the sharpest criticism. 


ereat. Go to it, old boy, and give them the very dickens” 
Right here it’s a good plan to stop and think what axe 
has Brown to grind anvway and where do T come in?” 

Now had Brown said: “Say, John, that last deal or ar- 
ticle lacked vim,” you might have been offended, but 
you would probably have sat up and taken notice, simply 
in self-defense 

When I have at times remarked in these columns that 
the average master plumber or fitter was no salesman 
and that many of them knew very little about running a 
business (however good workmen they may have been) 
there has been some who became “sore.” That simply 
proved that the shoe pinched and that there was more 
truth than poetry in my remarks I said those things 
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because I knew that they were the truth and the truth 
should hurt no one, although it many times does shrivel 
up the hide of the man who is over-sensitive. 

A selling campaign for 1910 was the subject I started 
out with and I want to remark that if the boys will take 
hold of this idea and work it for half what it is worth, 
everybody will be much better off when the New Year 
blows in on January 1, 1911. 

Observe now: Many shops have no definite idea of 
where this season’s work is to come from. 

They are simply waiting until next May, June or July, 
for things to “loosen up.” Then they will get busy and 
fall all over each other trying to nail what work may 
bob into sight. This work is not half what could be ob- 
tained were the field properly cultivated. Why not start 
now, this very day, and make out a regular program and 
follow it out? List the prospects and think out a plan 
for getting their contracts. The trouble is that fully 60 
per ct. of those who conduct shops do not know even 
their own possibilities along the selling line and they have 
a peculiar dread of trying out any new methods—or any 
inethods at all, some of them. 

At this point I wish to say that it strikes yours truly 
that it is a very foolish proposition for a plumber to ob- 
ject to giving himself some lessons in salesmanship when 
some of the largest concerns in the country spend thou- 
sands and thousands of dollars each year on educating 
their employees upon the subject of salesmanship. 

Some concerns have regular schools of salesmanship in 
which the employee is educated for weeks before he is al- 
lowed to approach the customers. Now if such concerns 
find it not only profitable but absolutely necessary to edu- 
cate their men upon the question, why should not the 
master plumber and fitter get busy during their spare mo- 
ments and try to get some points upon this subject? 

[It is coming. Take my word for that, and in due time 
you will be forced to do so. Better start now while you 
can take some time to get more thorough results. 

Just look at the funny bumps some people get. 

A party goes into a plumber’s shop and asks to have a 
job figured. When the figures are presented we'll say that 
he takes the job after some “haggling.” ” 
He has made a sale. 


Then the plumber 
Has he? Not much. 
[fe simply supplied a demand which came to him on legs. 

A great many people believe that doing the work is the 
most important part of the business. That is not true. 
for finding work to do has become much more imperative 


swells up. 


today. 

In regard to some of the points of salesmanship vari- 
ous people have been investigating and have unearthed 
the fact that psychology is mixed up in the deal. 

Now I never thoroughly understood what that word 
was until IT dug around and finally have come to the con- 
clusion that it is merely what might be called “horse- 
sense” with scientific trimmings. Therefore I have been 
guilty of using this term—and did not know it, for if 
there is one thing above another that I have dwelt upon 
frequently in these columns it is “horse-sense.” It does 
not sound so nice as psychology, but perhaps it may an- 
swer fully as well, for we plumbers, as a class, have not 
heen used to the best anyway. If we had there would 
be more wealthy ones among our ranks. 

So now that we have arrived at the mind part of it, let 
us see if we can get out a few general thoughts. 

Try this line for instance: 

1. Every man, has a mind. 

2. The mind properly used will bring dollars where 
the hands get doughnuts merely. 
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3. It is by ideas conceived by the mind that the man 
gets action. 

Therefore: 

Resolve that it is possible to do any good action that 
you decide upon and stick to the idea. 

Decide that you will double your amount of business 
for 1910, and in order to do so, you must become some- 
thing of a salesman. 

We will assume (for the purposes of illustration) that 
you don’t know one blessed thing about selling goods 

How are you going to proceed? 

Right about here, if you call upon that “horse sense” 
for a moment you are going to bump into the fact that 
the same line of talk will not work on everybody. So you 
will see the wisdom of acquiring the ability to assume 
different ways of approaching your customer. Do not try 
to memorize any other man’s arguments word for word, 
but work up your own line of talk. If you go at this 
business as if you were speaking a piece in school you 
will surely fall down. If I should be called upon to state 
one thing which more than any other hinders the average 
man in our craft from being a salesman it is this: The 
absolute “don’t-give-a-hang” attitude and gruffness with 
which he greets or approaches a customer. 

They do not seem to care a continental whether or not 
the customer likes them. 

Therefore one mighty important point in the selling 
campaign is to curb yourself and seek by some means to 
acquire a pleasant manner. 

No man needs to be servile nor to make a monkey of 
himself in so doing, but he can be courteous. 

Another point is that many masters have no well de- 
fined argument. They swell up and say: ‘We garan 
tee you a first-class job and our garantee is good.” 

Well “what in sixty” is a first-class job? Suppose you 
put in a few moments in telling this customer what a 
first-class job really is? 

Do you know yourself? If put to the test could you 
stand up and give seven, yes, or even three good points 
which would stand the test and would really cover the 
ground? If not, better get said points on tap, they might 
come in very handy some day. So get your ideas and 
parties to be consulted in line. 

How much trade can you get? How much can you 
hold after you have got started? 

Put in some time thinking right now, provided business 
is slack in your vicinity, and organize for yourself a cam- 
paign and follow it up for the next ten months with 
vigor. 

[t is not to be expected that you will become a crack- 
erjack salesman at the first shot, but you will be improv- 
ing all the time. People will, at any rate, know that you 
are alive, and in stirring around through your territory 
you can hardly fail to sell some extra jobs. Try it out 
for 1910 and see if it does not prove to be your best year 


in the business. 
eS 


ST. LOUIS HAS SPECIAL PLUMBING OFFICERS. 





Plumbing Supervisor Edw. Quinn St. Louis, Mo., has 
obtained the services of a special officer from the police 
department to act as inspector in the apprehending and 
prosecution of plumbers who have not obtained licenses 


as required by law. Difficulty was encountered with the 
regular inspectors because they all were known by the 


plumbers, and they were not able to make cases. The 
police officer will be changed so frequently that his iden 


tity will not be known. 
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MICHIGAN PLUMBERS WILL MEET AT JACKSON. 
The Michigan State Association of Master Plumbers 
will hold its 18th annual meeting at Jackson, Mich., on 
Wednesday and Thursday, Mar. 30 and 31, 1910, accord 
ing to the official call just issued by Secretary Wm. A. 
Decker, Grand Rapids, Mich. Headquarters will be es 
tablished at the (Otsego Hotel 
+e 
INDIANA PLUMBERS WILL GO TO GARY. 
The Indiana State Association of Master Plumbers will 
hold its annual convention in Gary, Ind., Mar. 8 and 9, 
1910. The official call to this effect has just been issued 
by President Allen J. Weinhardt. The questions an- 
nounced for discussion at this meeting are “Trade and 
Business Methods,” “Local Associations,” and “Liability 
Insurance.” The headquarters of the convention will be 
announced later 


->-- 
CLEVELAND PLUMBERS HONOR PRESIDENT 
WALTER D. NOLAN. 


One hundred members of the Master Plumbers’ As 
sociation of Cleveland, O., attended the annual ban 
quet of the organization at the Chamber of Commerce 
in that city on Monday evening, Feb. 7th. A number 
of out-of-town guests attended the affair. Walter D 
Nolan, president of the National Association of Master 
Plumbers, was the guest of honor and the chief speaker 
of the evening. The other speakers wer: A. C. Eynon, 
Canton, O., member of the board of directors of the 
National Association of Master Plumbers; C. W. Hoff 
man, Akron, O., and J. H. Thompson, Elyria, O. John 
Ik. Dress, president of the Cleveland association, acted 
as toastmaster. Although this banquet was the first 
of its kind it proved such a decided success that it has 
been decided to make it an annual event 


DINNER IN HONOR OF HENRY B. DAVIS. 


Kxpressive of the high esteem in which he 1s and has 
been held by his employees while at the head of the 
plumbing offices of the District of Columbia, Henry B. 
Davis was the guest of honor at a Dutch lunch given 
Monday evening, February 7th, at the Fritz Reuter Hotel, 
Washington Kvery present member of the plumbing 
department was present as well as three of the old mem 
bers. The dinner to Mr. Davis was suggested at a recent 
“school night” of the Washington plumbing office and 
worked up by the committee then appointed, consisting 
of William H. Marsh, chairman; Michael J. Fennell, and 
J. F. Brady. Richard A. O’Brien acted as toastmaster, 
and A. R. McGonegal, the present plumbing inspector, 
made the presentation address and pave Mr. Davis thi 
testimonial selected as a recognition of the regard of th 
employees for their former chief. This testimonial was 
a pocketbook with a gold plate on the outer side. suit 
ably engraved with his name, the term of office, the titl 
and appropriate remarks for the occasion with the date 
A very attractive menu card was prepared, consisting of 
many foolish terms for the different articles laid before 
the diners. Much fun was enjoyed during the evening, 
while the many speeches were being made and the humor 
ous remarks were thrown back and forth. lt was 
midnight when the enjoyable event came to an end. The 
members of the plumbing department who were seated 
around the table at which Mr. Davis held the head, were 
[Inspector of Plumbing McGonegal, principal assistant 


()’Brien, assistant inspectors Fennell, Marsh, Marsden, 


Tapp, Sparrow, Crawford, Matthews, Moriarty and O’Cal 
laghan, and the three clerks, Brady, Wall and Ridenour. 
In addition to these were John Daly, now of the firm of 
Daly & Knightly; James T. Frawley, now manager of the 
plumbing department of the house of Lacey & Co.; and 
Thomas F. Whelan, now boss plumber with the repair 
department of the District of Columbia 


->-?> 


Oscar L. Zeis, 456 East 16th St., Oakland. Cal., has se 
cured the contract for the plumbing in A. N. Wachs’ new 
building at 13th St. and Broadway; consideration. $3,600 
Mr. Zeis has just finished two nice plumbing contracts 
amounting to $3,200 
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THE GUN, WHENYOU'RE READY, FIRE ! 





HOW MUCH WATER SHOULD BE CARRIED IN 
THE WATER-GLASS? 





Editor “Domestic Engineering”: How much _ water 
should be carried in the steam boiler of an ordinary house- 
heating job? About how full should the glass show? 
Why does the water sometimes leave the glass entirely? 
Awaiting an answer soon, I am, Yours truly, 

Omaha, Neb. Farmer. 





The amount of water that should be carried in the 
boiler in such a place as mentioned by our friend, depends 
both upon the job and the person who is running it. 
Where the steam mains are run in a very low, cellar, and 
the boiler is a quick steamer, trouble may be experienced 
by the water getting into the mains, and in such a case 
less water will have to be carried; but the person who is 
taking care of the plant must know his business. 

I have run several such jobs to show what could be 
done, and I started the fire with merely about half an 
inch of water showing in the glass. Where the water 
leaves the glass it does no good to put in more water, 
which only fills up the system and causes more noise than 
ever. Such a boiler needs an equalizer. 

On an ordinary well balanced job, however, we would 
fill the boiler until the gage-glass showed about two- 
thirds fvll. Perhaps a trifle mote would not be amiss. 
Then start the fire and when from two to six or eight 
pounds of steam is generated the gage-glass ought to 
show from one to two inches of water at least. Now, if 
the water leaves the glass entirely try the experiment of 
blowing off the boiler. It may be that a lot of oil and 
dirt have accumulated, and when this is removed the 
water may act all right. If not, try the equalizer. 

—_—_—_»<- >—__——— 
WHAT ABOUT THE SIZE OF COAL TO BE 
BURNED? 

Editor “Domestic Engineering”: Some time ago I put 
in a boiler in a residence and it works, but the trouble 
is that it works too well. It certainly makes steam, but, 
in spite of all the dampers it uses too much coal and 
makes too much steam. I have noticed the very practical 
answers to many of the questions you publish and think 
that perhaps your man who answers those questions can 
give us some advice upon the subject, as he probably 
has run across just such cases some time. 


Syracuse, N. Y. Hudson. 





Thank you very kindly for the compliment. The prac- 
tical man wishes to state that if he had to deal with this 
problem he would experiment a little with the different 
sizes of coal. I believe that hard coal of the small-egg 


or large-egg size would be best, and when it had caught 
well I would put on one or two hods full of the pea-coal 
size or perhaps it might require the buckwheat size of 
coal. I believe that in handling the fire in this manner 
















one would be able to hold it for from eight to ten hours 
and still have a good fire left upon which to kindle the 
next fire. If this does not work, send in a drawing and 
we will endeavor to give you exactly the information your 
case requires. 


8 ee 
A CHIMNEY WHICH SWEATS. 





Editor “Domestic Engineering”: I enclose a sketch of 
a job (see Fig. 1) which bothers me somewhat. Natural 
gas is used as fuel in this hot-water boiler. The chimney 
sweats very badly and I should like to hear from you or 
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Fig. 1. Chimney That Sweats.—How Can It be Cured? 


some of your readers in regard to the matter. Awaiting 
a reply in due time, I am, Yours truly, 
Meadville, Pa. K. 





We publish the sketch and letter in the hope that some 
of our readers in natural-gas localities will notice the 
question and give us the desired information. 

oe 
WHAT KIND OF CROPS CAN BE RAISED WITH 
SEWAGE IRRIGATION? 








Editor “Domestic Engineering”: I would like to know 
if you can tell me anything about the different farm prod- 
ucts that can be raised on land that is irrigated with sew- 
age. I don’t suppose that many plumbers are farmers, 
though some few farmers do appear to be trying to do 
plumbing. I should be glad to receive any information 
you may be able to give. 

Atlanta, Ga. “40” 





Upon investigation we find that cereals and grasses 
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are stated to be good crops for lands which are irrigated 
by sewage. Turnips, cabbage and cauliflower are also 
mentioned as vegetables which may be raised. 
<> ————__—— 
SHOULD AIR VALVES BE USED? 





Editor “Domestic Engineering’: We send you here- 
with a rough sketch of a hot-water heating system (see 
Fig. 2), which is intended to show the general lay-out 
of the system, and also a cross-section connection for 
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Engineering” for Aug. 21, 1909, on page 212, there is a 


foot-note which will give him some information upon this 
case. 

It refers to the hot-water heating system in the Harri- 
man residence at Arden, N. Y., and the note states that 
upon that installation the air valves were omitted. This 
was due to the fact that the piping was so arranged that 
as the water was allowed to rise and fill the system, it 
pushed the air out above it to the top where it escaped 
through a vent located there, to the atmosphere. This 


escape was so arranged that the water could not boil in 
The air or steam 


each stack of indirect radiation. 

The feed is taken from header and carried over to side the expansion tank or make any trouble. 
walls with a steep pitch up, at which point columns are does not collect in the radiators because there is no chance 
taken up to the second floor and back to basement, from for it to do so, as there is always a chance for these 
where the feed pitches downward to the end of run. Each 
stack is connected, as shown in cross section A, the feed 


products to rise through the water and escape from the 
top vent. 
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Which Has No Air-Valves.—Would They be an Improvement? 


WHAT IS THE COATING ON CAST-IRON PIPES? 








Fig. 2. Sketch of Hot-Water Heating System, 


being taken off at 45° from the bottom of the main and 
pitching down to the stack. 

At the top of each column connection is made with 1-in. 
pipe, which is carried up to expansion tank in attic. These 
two lines are for the exhaustion of the air which accumu- 
lates in the job. There are no air valves on the radiators, 
or any other means of venting on this system. 

There is nothing the matter with the working of this 
plant; it has worked perfectly for more than two months, 
but the owner insists that the indirect radiators should 


have air valves. 





Editor “Domestic Engineering”: Can you tell me what 
the coating is made of which is put on cast-iron pipes? 
I have sometimes wondered if there was any special prep- 
aration and would like to be informed. 


Boston, Mass. Down East. 


We understand that, in some cases, patent preparations 
have been used. Just what the formula was in such in- 


stances we are unable to state. 


Our question is: Is it possible for any air to collect at 


any point in this system? 

There is 2,500 ft. direct radiation on the boilers, but in 
another part of the building and it has no connection with 
this part of the system except this: that the feed is taken 
off from the header. The direct radiation, of course, is 
provided with air valves. 

Colorado Springs, Colo. A. 


If our friend will refer to the issue of “Domestic 


We have been informed that one of the best coatings 
is the coal-tar varnish. This is applied to the pipe while 
it is hot by dipping it in a bath of boiling coal-pitch. It 
has been observed that when this coating is applied to 
rusty pipe the coating will peel off, thus exposing the pipe 
to the action of water. In some cases it is found that 
rust spots form, which grow in size until they become 
nearly an inch high. A large number of such projections 
on the inside of the pipe will seriously cut down the pipe’s 


capacity. 
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Among the Wholesalers 


CENTRAL FOUNDRY CO. IN HANDS OF 
RECEIVER. 


The Central Foundry Co.. 37 Wall St... New York City, 
manufacturer of cast-iron soil pipes and fittings, a $14,- 
000,000 corporation, went into the hands of a receiver on 
Saturday morning, February 12th. Judge Hough of the 
United States District court appointed Waddell Catchings 
receiver and authorized him to continue the business at 
his discretion, and to do so he was also authorized to issue 
certificates not to exceed $200,000. 

The receiver was appointed on a petition presented by 
A. Leo Everett, 49 Wall St., representing the Vinton Col 
liery Co., Gerry & Murray and Albert W. Secor, creditors 
to the amount of $12,000. The American Bonding Co. be 
came security for Catchings for $100,000. 

The Central Foundry Co., which is a New Jersey cor- 


poration, is said to have habilities of more than $4,561,- 
000. It employs 1,500 men and the pay roll amounts to 
$1,000,000 a year. ‘The business transacted annually, the 


creditors Say, exceeds $2.500.000 


The property of the alleged insolvent company consists 
chiefly of seven operating foundries, at each of which it 
owns real estate, buildings, machinery, patterns and gen 
eral foundry equipment. The plants are at Newark, N. J.; 
Dundalk, Md.: Anniston, Ala.; Bessemer, Ala.; South 
Pittsburg, Tenn.: Vincennes, Ind., and Medina, N. Y. The 
corporation also owns foundry property at Wilmington, 
Del., the entire capital stock of the Central Iron and Coal 
Company of New Jersey amounting to $1,000,000 and 
stock of the Central Radiator Company of New Jersey 
amounting to $200,000. 

Of the Central Foundry Co.’s $14,000,000 capital stock 
there is issued and outstanding $6,620,000 seven per cent 
accumulative preferred stock and $6,649,800 common stock 
It holds in its treasury $380,000 of preferred stock and 
$350,200 of common stock It also has outstanding $3.- 
861,000 six per cent debenture bonds, unsecured, an addi 
tional unsecured indebtedness of $540,000 and a secured 
indebtedness of $345,000. 

[It is confidently expected that Receiver Catchings will 
be able to reorganize the Central Foundry Co., whose 
plants are valuable assets, and besides which it possesses 
other assets consisting of stock worth about $500,000 


->-? 
CENTRAL SUPPLY ASSOCIATION’S WINTER 


MEETING. 
The Central Supply Association will hold its regular 
midwinter meeting at the La Salle Hotel in Chicago on 
Wednesday, February 23d 
->-s? 


THE EASTERN SUPPLY ASSOCIATION’S WINTER 
MEETING. 


The Eastern Supply Association held its regular winter 
meeting at Hotel Astor in New York City on Wednes 
day, Feb. 16. Owing to the early hour of going to press 
we are unable to report the meeting in this issue. 

++? 


WILL MAKE PLUMBING SPECIALTIES. 


The General Plumbers’ Supply Co., Jersey City, N. J., 
has been incorporated with a capital of $50,000 to manu- 
facture plumbing specialties. The incorporators are . 
Kennedy, Jersey City, S. Grossman, Brooklyn, N. Y., and 

Jordan, New York City. 

H. W. JOHNS-MANVILLE CO. LEASES NEW 

BUILDING IN CHICAGO. 


The H. W. Johns-Manville Co. has leased the Morti- 
mer Bldg., 27-29 Michigan Ave., Chicago, for 10 years 
from March 1, 1910, at a rental between $10,000 and $15,- 
000 a year. The building is five stories and basement, 
52x'150 ft., and contains about 37,500 sq. ft. of floor space. 
The Chicago branch of the company is now located at 
171-173 Randolph St., and its warehouse on Erie St., but 
it is planned to consolidate the enti e business in the 


building just leased 








WILL MOVE INTO NEW PLANT APRIL 1. 





The Sanitary Pump Co., Dayton, O., will move into its 
new quarters in that city on April ist. The new plant 
and equipment will double the company’s present capacity. 

—___—_$_~—--¢—____— 


NOW THE MIDLAND PLUMBING SUPPLY CO. 





The Midland Supply Co., Davenport, la., has changed 
its name and will in the future be known as the Midland 
Plumbing Supply Co. The officers of the company are: 
President, John Corry; vice-nresident and secretary, A. 
D. Hathaway; treasurer and manager, Fred Wernentin, Jr. 

— 3: ———_<—__ 


WILL DEAL IN PLUMBING SPECIALTIES. 
“A-One” Manufacturing Co., Manhattan, has been in- 
corporated with a capital of $20,000, to deal in plumbing 
specialties and supplies. The incorporators are Wm. Van 
Norden, No. 5 Beekman St.; W. E. Rahlmeyer, No. 601 
West 185th St., both of New York City. 
‘ «>> ones 


PHILIP HAAS CO. IN NEW PLANT. 
The Philip Haas Co., Dayton, O., has moved into its 
new plant on North Webster St. in that city. The new 
building is three stories with basement and it is equipped 
throughout with modern machinery. 
+o. 


mene 


WILL MAKE LIGHTING FIXTURES. 





The Western Gas Appliance Co. has been incorporated 
in San Francisco with a capital stock of $25,000 to manu- 
facture lighting fixtures. The incorporators are: A. L. 
Fourtner, M. Uldall and J. R. Stowe. 

+> 


TO BUILD NEW PLANT SOON. 





The Plumbers’ Specialty Mfg. Co., 119 North Eleventh 
St.. St. Louis, Mo., will soon start work on a new mod- 
ern fire-proof building, into which it expects to move its 
business some time next summer. 


EXPECTS TO BE READY FOR BUSINESS IN 
APRIL. 

William Ivy, president of the Monument Plumbing 
Supply Co., St. Louis, Mo., expects to open his plumbing 
and heating supply business some time in April. Mr. Ivy 
was formerly vice-president of N. O. Nelson Mfg. Co., 
St. Louis, and has a large host of friends in the trade 
who wish him success in his new venture. 

— a 


WILL MAKE PLUMBING SPECIALTIES. 
Koller Plumbing Co., Cleveland, O., has been incorpor- 
ated with a capital of $10,000 to manufacture plumbing 
specialties. G. J. Koller is interested in the new enter- 
prise. 
’ - ->-?> 


ELGIN BRASS CO. IN NEW QUARTERS. 


Elgin Brass Co., Cleveland, O., has moved its business 
from 1000 Champlain Ave. to 1575 Columbus Road in 
that city. The new plant gives the company increased 
facilities, enabling it to serve its inereasing trade 
promptly 

——_—___»<-@— 


INCREASES CAPITAL STOCK. 


The National Manufacturing Association, Salem, O., has 


increased its capital stock from $200,000 to $300,000. 
patealianeea tl 


ANNUAL MEETING OF THE STANDARD SANI- 
TARY MFG. CO. 


At the annual meeting of the Standard Sanitary Mfg 
Co., just held at the general offices in Pittsburg, Pa., all 
the officers of the company were re-elected as follows: 
President, Theodore Ahrens; first vice-president, F. J. 
Torrance; second vice-president, FE. L. Dawes; secretary 
and treasurer, W. A. Myler. It was decided to open a 
branch at Houston, Tex. Favorable progress was re 
ported on the Canadian plant, which is expected to be 
completed by July 1, 1910. 

















february 19, 1910. 


DAYTON SUPPLY CO. JOBBING AND MANUFAC- 
TURING BUSINESS SEPARATED. 


Dayton Supply Co., Dayton, O., formerly owned by F. 
J. McCormick, has sold its jobbing business to the Day- 
ton Supply Co., a new corporation with a capital stock 
of $150,000, all paid in. J. W. Downer, who has been con 
nected with the National Tube Co. for the last twenty 
years, 1s president and treasurer of the new company. 
The manufacturing end of the old company has been 
retained by Mr. McCormick, who will hereafter conduct 
this part of the business under the name of the McCor- 
mick Manufacturing Co. This new manufacturing com- 
pany expects to add to its lines as well as to increase the 
output of those already manufactured. 

a << ———_ 


JOHN N. BARBEE NOW WITH JAMES 
B. CLOW & SONS. 

John N. Barbee, for the past five vears sanitary engineer 
for the Board of Education of St. Louis, Mo., has identi 
fied himself with James B. Clow & Sons, Chicago, in 
whose interests he will call on Chicago architects. Mr. 
Barbee, previous to his connection with the St. Louis 
Board of Education, was city plumbing inspector in that 
city, a position he occupied after 10 years’ experience as 
a practical plumber. He is a member of the American 
Society of Inspectors of Plumbing and Sanitary Engineers 
and of the American Association of Board of Education 
Designing Engineers. He designed and introduced the 
ventilated glass urinal in the public schools at St. Louis 
while in the service of the Board of Education of that 
city. 

ae 
GETTING READY FOR THE GREAT CONVEN- 
TION IN JACKSONVILLE, FLA. 


F D. Mitchell, secretary-treasurer of the American 
Supply and Machinery Manufacturers’ Association, has 
issued the following call from his headquarters at 309 
Broadway, New York City, to the joint convention of 
his association and the Southern Supply and Machinery 
Dealers’ Association, to be held in Jacksonville, Fla.., 
April 5, 6 and 7, 1910, with headquarters at the Hotel 
Seminole. Mr. Mitchell also states that “all delegates 
who advise his office of their intention to attend the 
convention will be furnished with an identification badge 
displaying the name of the delegate and the name and 
address of the company represented, similar badges 
being furnished to all ladies accompanying the dele 
gates, representatives of the trade press and_ special 
guests of either of the associations above named. 

“Application has been made for reduced railroad rates 
under the certificate plan, and all members will be noti 
fied as soon as the special rates are granted. 

“It has been suggested that following adjournment 
of the convention a number of the members of both 
associations may wish to make a trip through Florida, 
and then on to Cuba, provided arrangements can _ be 
made to have the tickets extended, and members desir 
ing this privilege should notify Mr. Alvin M. Smith, 
secretary and treasurer, Southern Supply & Machinery 
Dealers’ Association, Richmond, Va., who wll endeavor 
to make the arrangements.” 

++. 
THE K.-M.-C. SALESMEN’S ANNUAL CON- 
VENTION. 


The annual convention of the salesmen of the Kel- 
logg-Mackay Co., Chicago, was held in this city, Feb 


ruary 2, 3, and 4. All the representatives of the com- 
pany, from the Pacific Coast to the Ohio Valley, were in 
attendance The first two days were devoted to discus- 


sions of methods of selling goods, examining new lines 
added during 1909. handling of credits, and other fea- 
tures that enter into the successful sale of the com- 
pany's products. On the evening of February 3rd, the 
company tendered a banquet to the salesmen and their 
wives. as well as to the Chicago office force, at the 
Lexington Hotel, covers being laid for 120. Toasts 
were given by officers, sales-managers, salesmen, and 
a most enjoyable evening was spent. On February 4th 
the salesmen and department heads visited Kewanee, 
lll, where the plant is located that produces all the 
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radiation handled by the Kellogg-Mackay company 
Here they were shown the process of radiator making 
from the raw material to the finished product. Chis 
feature of the convention was especially enjoyed by 
the men, and all departed for their resnective fields of 
labor, feeling the convention of 1910 had been one of 
much profit, as well as pleasure 

+o 


BOSTON PLUMBING SALESMEN’S PRESIDENT. 


Joseph A. Maynard, traveling representative for the 
F. W. Webb Mfg. Co., Boston, Mass., was elected presi 
dent of the Boston Plumb 
ing Traveling Salesmen’s As- 
sociation at its recent annual 
meeting in Boston, as told 
in last week’s issue of “Do- 
mestic Engineering.” Owing 
to delay in the transmission 
of mail his photograph 
reached us too late for re- 
production in that issue. The 





accompanying halftone shows 
what he looks like. 
ao 


WILL MAKE PLUMBING 
AND HEATING SPE- 
CIALTIES. 

The Geo. T. Barnes Co., 
Newburgh, N. Y., has been 
incorporated with a capital 
stock of $30,000 to manufac 
ture plumbing and _ heating 
specialties. The incorporators are Kdgar ( Barnes, 10 
High St.; Geo. T. Barnes, 107 Broadway; and Earl A 

Haskins, 31 Liberty St., all of Newburgh, N. Y. 
++/2 


THE PIKE-TAY CO. INCORPORATED. 


Joseph A. Maynard 


A move of much interest to the wholesale plumbing 
trade has just been made in San Francisco in the incor 
poration of the Pike-Tay Co. by parties interested in the 
George Tay Co. The object of the company is to deal 
in oil-well supplies, and Coalinga, Cal., will be made the 
scene of the principal operations of the firm, although it 
is anticipated that business will be done with other im 
portant oil centers. ‘The capital stock of the new con 
cern has been placed at $100,000, and the parties inte 
ested are Edward IH. Kinney, Francis J. Baker, P. E 
Mack, T. H. and P. M. Pike. The oil-fields at Coalinga 
are among the richest in Califormia, and with a great 
amount of development work now being done the field 


there for a progressive supply house seems to be a pat 
ticularly promising one. The George H. Tay Co. ha 
done considerable business in this field with its line of 
steam-fittings and pipe, and the officials of this concern 


have seen the chance to*start another company carrying 
a kindred, though totally different line With the Coal 
inga oil fields well covered by the new concern the busi 
ness of the George H. Tay Co. in this district 1s expected 
to be increased in the lines it carries 

>-?> 


DOUBLES ITS CAPITAL STOCK. 


The Steam Appliance Manufacturing Co., Batavia, N 
Y., has increased its capital stock from $100,000 to $200,000 
->-s? 

FIX DATE OF NATIONAL CONVENTION IN 
CHICAGO. 


The Board of Directors of the National Association oft 
Master Plumbers held its regular mid-winter meeting 1n 
New York City on Monday, Tuesday and Wednesday, 


Feb 7. 8 and 9. discussing iSSOC] ition matters anc t ikineg 
care of routine business The matter oO} Liabrlity ly 
surance was giveh considerable attention, and in the mat 
ter of soil-pipe standards progress was reported, but né 
further action taken. Before adjournment was take: 
the board selected Tuesday, Wednesday and Thursday, 
June 21, 22 and 23, as the dates for holding the 28th ar 


nual convention of the National Association of M 
Plumbers. Chicago is the city in which it will be h ‘Id 
but the headquarters has not yet been decided upor 
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The Metal Market 


THE PIG IRON MARKET. 





A feature of no little interest was the purchase, by the 
United States Steel Corporation, of another 25,000 tons ot 


steel-making iron. The price paid was about $1 below 
the ruling quotation. This is the first purchase, assum- 
ing the other 25,000-ton lot to be a part of this deal, 
which it was, that the Corporation has made in over a 
year. Whether the iron is actually needed or this has 
been done to give a stimulus to the market is hard to 
tell. 

Foundry irons, although quiet, are being purchased in 
a small way. The larger melters apparently have filled 
their requirements for the time being. A change in 
freight rates has brought the price of Virginia irons down 
and they are now competing strongly with the Buffalo 
furnaces in the New England territory. In the sirming- 
ham district prices are firm, and while there are lots of 
rumors that better than $14 there can be done, there is 
no truth in it. 

Quotations are as follows: No. 2 Southern foundry, 
sirmingham $14. ie oes foundry No. 1, New York $19 
to $19.25; No. 2X, $18.50 to $1875. No. 2 Northern 
foundry in Chicago is $19 to $19.50. 


—_—___<- 
THE COPPER MARKET. 
Several factors are drawing in opposite directions in 
the copper market and it is difficult to determine what 
the net result will be. In the first place, a decline in the 
security market always affects the buying of copper and 
the recent decline was so largely concentrated on the 
copper securities that it frightened buyers more than 
usual. The next difficulty is the continued absence of 
business from the drawers of wire. That is where the 
bulk of the copper is used, and there has been no large 
trade in that line for a long time. Against these two 
unfavorable symptoms is the report of the Copper Pro- 
ducers’ Association for January. It was not only favor- 
able to higher prices but much more so than most people 
expected. The decrease in unsold stocks in January was 
nearly 20,000 tons and the total unsold stocks were the 
smallest reported by the association since it began the 
compilation of these statistics. Of course, the exports 
were large, but that could not account for more than a 
quarter of the increase. It was the combined effect of a 
decreased production, larger consumption and_ heavier 
shipments abroad that brought about this good showing. 
Prices are, in the absence of any large business, un- 
changed at 13.75 cents for electrolytic and 14 cents for 
lake. 





a 
LEAD MARKET STATIONARY. 

No pressure to sell lead is evident and buyers are 
holding off. The corroders, who were large buyers in 
December, are very busy, but they will not be in the mar- 
ket again for several weeks. Prices are unchanged at 4.70 
cents for shipment lead and 4.72% cents for spot. 

—_—__—_$_»9--9— 


NEW YORK METAL MARKET, FEBRUARY 15. 


IE I, owe asia ah are Sangre aa nee ee $13.80 
er 
ee er ea ee ee are 4.70 
| eT eT es. 
ee ccc ca ann adenea een hake ewes 8.50 
TY Sih en oe ioe ice a ROR eRenk aN ewid 33.15 





CHICAGO IRON MARKET, FEBRUARY 16. 


rr. a tS re $19.50-$20.00 
Southern, No. 2 Foundry..................... 17.85- 18.35 
SPORGOTM, BIO, B POMNGIY s ones cccccssiceseses 19.00- 19.50 
66-0 9.6 Kenna een ee eee 16.85- 17.35 





NEW YORK OLD METAL MARKET. 
Dealers’ buying prices are as follows: 


Heavy crucibled copper..............2...2...-$11.75-$12.00 
OT OO PETES 10.50- 10.75 
Plumbers’ cocks and faucets.................. 9.25- 9.50 
Ee ee any eT ee ee 4.25- 4.50 
SE ee rE ere ee TT a 4.00- 4.10 
ONE PEO Me eT Ne 7.25- 7.50 


hs. cima hd Kad wenden eee 30.50- 31.50 
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CONVENTION DATES. 





Feb. 23, 1910.—The regular quarterly meeting of the 
Central Supply Association, in Chicago. Headquarters 
at the La Salle Hotel. Paul Blatchford, secretary, 1524 
Tribune Bldg. Chicago. 


Feb. 25 and 26, 1910.—Annual convention of the Idaho 
State Association of Master Plumbers, at Boise, Idaho. 
The officers of the association are: President, S. T. Davis, 
3oise; vice-president, Frank Healy, Twin Falls; secretary, 
J. F. Cooney, Twin Falls; treasurer, A. C. Adelman, Boise. 


Mar. 7 and 8, 1910.—Annual convention of the Kansas 
State Association of Master Plumbers, at Kansas City, 
Kans. Headquarters at the Grund Hotel. E. D. Draper, 
730 Minn. Ave., Kansas City, Kans., secretary. 


Mar. 8 and 9, 1910.—Annual convention of the New 
York State Association of Master Plumbers at the Hotel 
Astor, New York City. President, Isaac J. Brown, 79 
Fifth Ave., New York City; secretary, T. S. Cochrane, Jr., 
222 West 36th St., New York City. 

Mar. 8 and 9, 1910.—Annual convention of Oklahoma 
State Association of Master Plumbers. The place not yet 
decided upon. The officers of the association are: Presi- 
dent, Gus Hanson, Oklahoma City; vice-president, W. V. 
Roesch, Shawnee; secretary, D. W. Fitts, Oklahoma City; 
treasurer, Walter Newman, Shawnee, Okla. 


Mar. 8 and 9, 1910.—Annual convention of Indiana 
State Association of Master Plumbers, in Gary, Ind. The 
ofhcers of the association are: President, A. J. Wein- 
hardt, Terre Haute; vice-president, Edward Kanney, La 
Porte; secretary, Wm. H. Meerhoff, Richmond; treasurer, 
A. E, Werkhoff, Lafayette. 





Mar. 14, 15 and 16, 1910.—Annual convention of the 
National Association of Jobbers of Wrought Pipe and 
Fittings, at the Fort Pitt hotel, Pittsburg, Pa. The off- 
cers of the association are: President, A. E. Ford, Phila- 
delphia; first vice-president, C. H. Simmons, New York 
City; second vice-president, O. F. Felix, Pittsburg; treas- 
urer, C. G. Cornell, Jr., New York City: advisory secre- 
tary, T. James Fernley, Philadelphia; secretary, Thos. A. 
Fernley, Philadelphia. 


Mar. 16 and 17, 1910.—Spring meeting of the National 
Association of Brass Manufacturers at the Hollenden 
Hotel, Cleveland, O. Commissioner, Wm. M. Webster, 
Schiller Bldg., Chicago. 


Mar. 30-31, 1910—The 18th annual convention of the 
Michigan State Association of Master Plumbers, at 
Jackson, Mich. Headquarters at the Otsego Hotel. Offi- 
cers of the association: President, Geo. A. Van Lande- 
gend, Holland, Mich.; vice-president, W. J. Dowsett, Jack- 
son,’ Mich.; secretary-treasurer, Wm. A. Decker, Grand 
Rapids, Mich. 





Apr. 5, 6 and 7, 1910.—Annual joint convention of the 
American Supply and Machinery Manufacturers’ Associa- 
tion and the Southern Supply and Machinery Dealers’ 
Association, in Jacksonville, Fla. Headquarters at the 
Seminole Hotel. Alvin M. Smith, Richmond, Va., secre- 
tary and treasurer of the Southern Association. 


June 21, 22 and 23, 1910.—The 28th annual convention 
of the National Association of Master Plumbers, in Chi- 
cago. The officers of the association are: President, 
Walter D. Nolan, 721 14th St., N. W., Washington, D. C.; 
vice-president, A. Selden Walker, 341 Main St., East 
Orange, N. J.; secretary, Samuel Artz, 3028 M St., N. W.., 
Washington, D. C.; treasurer, William McCoach, 1607 
Sansom St., Philadelphia. 

ee 


WORK ON FIRST PUBLIC COMFORT STATION 
FOR SPOKANE. 





Work has started last week on a public-comfort sta- 
tion on the west side of Port St., between Riverside and 
Main Avenues, Spokane, Wash. The station will cost be 
tween $3,000 and $4,000. 


February 19, 1910. 
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“All Right on the Job.” 


One of the features of AMERICAN Kadiators which 
makes them popular is the tight and easy “make-up.” The 
connections are as tight as a locomotive boiler, and insure 
safe outfitting—no worry that the radiation will not be “all 


right on the job.” 


Our improved Right and Left Hand Nip- 
ples with 60 degree threads make the tightest 
joint known to radiator mechanics.—Just note 
the transverse view of a nipple screwed into 
the two sections herewith. It stands for 
tightness, tensile strength, safe shipments and 


general durability. 





Showing Nipple Screwed Into Two Sections 


AMERICAN JDEAL 


RADIATORS BOILERS 


A Heating Outfit is More Efficient with NORWALL and SYLPHON SPECIALTIES 








AMERICAN RADIATOR COMPANY 


General Offices, 282-286 Michigan Ave., Chicago. 


New York Cincinnati Cleveland Atlanta Bradford, Ont. Denver 
Philadelphia Boston Milwaukee Minneapolis Seattle St. Louis 
Pittsburg Buffalo Indianapolis Kansas City Omaha San Francisco 


Washington 














© delete aaa peel Ed 


pe 

















a 
_ > + 





ee eh Rial Are 


Senn —— pata Ma . = a: - Se Rage ome . Soneae a , - i e * 
bee iat en en MRR BOW 2 ae 2 ONE OE a Nea ca Re aden eee yg ny em 












I 
| 


Y, 
Ue ae 


SRT: . 
Ma 





The fight of the master plumbers at San Francisco 
against the old practice of taking contracts from sub- 
contractors is now on in earnest, and if the members of 
the Master Plumbers’ Association carry out their decision 
in regard to the proposition there will be no more con- 
tracts made except with owners. The decision to break 
away from the practice of dealing with sub-contractors 
was reached last December and the resolution that was 
passed at that time by the Master Plumbers’ Association 
of San Francisco, Inc., has subsequently been affirmed by 
the new Board of Directors that has taken office since 
that time. Feb. 1, 1910, was the date set for putting the 
new ruling into effect, and while it is too early to see 
just how the new plan will work out, the earnestness of 
the members in regard to the proposition makes it quite 
likely that it will prove to be a success. Even if it does 
not in the end entirely wipe out the practice of dealing 
with sub-contractors, it will, without a doubt, result in 
greatly lessening the amount of business secured by 
plumbers through this channel. It is figured that at the 
present time fully 60 per cent of the plumbing contracts 
let in San Francisco are let through second hands. Actual 
losses to plumbers since the fire have been very heavy 
through the failure of co-operation on the part of contract- 
ing firms, and it was these continued losses that brought 
about the decision on the part of the plumbers to deal 
directly with owners. A number of plumbers have been 
refusing to deal in this second-hand fashion for some time 
and this fact is responsible, in a measure, for the dullness 
that has been noted in the local plumbing field for the 
past six weeks, although this 1s natural for this season of 
the year. The change that has been made by the master 
plumbers has been called to the attention of owners and 
architects repeatedly during the past two months and no 
vreat difficulty is expected 1) rola ig the ruling into effect 

The mix-up in regard to the appointment of a new 
Health Board in San Francisco reached a climax early 
this week when Mayor McCarthy removed all of the mem- 
bers of the old board, as he had promised to do, and 
placed in power men of his own choosing. The mem- 
bers of the old board were aware that it was the inten- 
tion of the mayor to remove them, if possible, but they 
did not anticipate that such drastic measures would be 
taken and had figured on taking legal steps to prevent 
their removal from office. The new members of the board 
were summoned to meet in the offices of the legal adviser 
to the mayor at two o’clock in the morning and were 
sworn in. Next morning when they went to their offices 
they found the premises locked and a locksmith was 
pressed into service to enable them to get into their head- 
quarters. Plumbers are much interested in the develop- 
ments of the last days on account of the fact that two 
prominent master plumbers are concerned in the changes 
that are being made. William F. Wilson, of the William 
F. Wilson Co., was a member of the board that was re- 
moved by Mayor McCarthy. and Frank J. Klimm, presi- 
dent of the Master Plumbers’ Association, is a member of 
the new board that is now in power and which figured 
in the recent early morning session. It is understood that 
Mr. Wilson will join with the rest of the old board in 
contesting his removal from office. Plumbers are well 
satisfied with the move of the mayor in keeping a plumber 
on the Board of Health, as the advantage of this ar- 
rangement has been demonstrated in many cases in the 
past and Mr. Wilson has proved a very efficient public 
official. 

The finance committee of the Board of Supervisors of 
San Francisco will be called upon shortly to allot an 
allowance for work in the firehouses of the city of a 
sanitary nature. Chairman Kelly of this committee states 
that he visited one of the firehouses recently where 27 
men are housed and found that there was not a bathroom 
about the place. The same conditions prevail at other 
station, and if the buildings were owned privately there 
is no doubt but that they would be condemned by the 
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Board of Health as unsanitary. Now that the matter has 
been called to the attention of the committee it is ex- 
pected that bathing facilities will be installed in all of the 
fhrehouses. 


Frank J. Klimm, San Francisco, has secured the contract 
for the plumbing and gas fitting to be installed in an 
engine house being erected by the Rudolph Herman Co. 
This work is to cost $1,298. 

Soscus Bros. have secured the contract for installing 
the plumbing work in a three-story building being erected 
for Annie Turner on Minna St., near Eighth. This con- 
tract amounts to $2,383. This plumbing concern also has 
a contract for plumbing work in a building being erected 
by David Bibbero on Pacific St., near Baker. 

J. Looney, San Francisco, is securing a number of 
rather large plumbing contracts of late, one of the recent 
ones being for the work in the new bank building being 
erected by the San Francisco Savings Union at O’Farrell 
St. and Grant Ave. This job is valued at $4,091. He 
has also contracted to do the work in a residence to be 
erected for the Catholic church to be erected on Califor- 
nia St., near Dupont. 

The Wall Estate is erecting a six-story structure on 
O’Farrell St., near Powell, and the plumbing contract has 
been let to Frank J. Klimm. He will also install the fire- 
protection system, the work costing in all $6,886. Heat- 
ing apparatus will be installed by Mangrum & Otter. 

John G. Sutton & Co., 229 Minna St., San Francisco, 
has been awarded the contract for installing the heating 
and ventilating systems in the Holly Park school. Con- 
sideration, $11,880. Architect Emil De Nuef, 995 Market 
St., prepared the plans. The American Air Cleaning Co. 
will install the vacuum cleaning system for $674. Edmund 
Grundy, 3549 17th St., secured the contract for installing 
the plumbing system in this building, at his bid of $4,321. 

Blumve & Jay, 514 FE. 9th St., Los Angeles, have been 
awarded the contract for installing’the steam-heating sys- 
tem for the pavilion and annex to the Nurses’ Home at 
the County Hospital, in that city. Consideration, $2,275. 
Other bidders on this work were W. D. Newell, $3,828; 
Thomas Haverty Co., $4,225. Architects Hudson & Mun- 
sell, Stimson Bldg., Los Angeles, prepared the plans. 
The contract for the plumbing system in the above build 
ings has been secured by Lohman Bros., 105 E. 2nd St., 
Los Angeles. Consideration, $12,533. Other bidders 
wer¢é, W. D. Newell, $12,778.50; Blumve & Jay, $12,987; 
Howe Bros., $13,196; Thomas Haverty Co., $13,435; F. M. 
Parker, $13,765; Guerico Bros., $14,163; and A. B. Marshall, 
$14,780. 

George & Harris, 227 W. 2nd St., Pomona, Cal., have 
secured the contract for installing the plumbing system 
in the Polytechnic High School. Consideration, $4,590. 
The Machinery & Electric Co., of Los Angeles, Cal., were 
awarded the contract for installing the heating system 
in the above building, at $3,389. Architect Norman F. 
Marsh, I.os Angeles, Cal., prepared the plans. 

P. J. Sheely Co., Berkeley, Cal., has secured the contract 
for installing the plumbing system in a two-story building 
erected by Theresa A. Williams of that city. Considera- 
tion, $2,246. 

The Turner: Co., 710 Larkin St., San Francisco, has been 
awarded the contract for installing the heating system in 
a five-story apartment building, erected by Mary E. Har 
ris, McAllister St... Monrovia, Cal. Consideration, $2,932 
Architects Bliss & Faville, San Francisco, prepared the 
plans 

W. S. Snook & Son, 602 Clay St., San Francisco, have 
secured the contract for installing the plumbing system in 
the Ingleside police station. Consideration $3,095. W. S. 
Snook & Son have also secured the contract for installing 
the plumbing system in the Park police station. Consider 
ation, $2,976. 






































































DOMESTIC 


February 19, 1910. 


NEW BUSINESS VENTURES. 


John Ayer has started in the plumbing business and has 
opened a shop on Pleasant St., Franklin Falls, N. H. 


Vickrey & Beeman is the style of a new plumbing firm 
at 207 East Central Ave., Albuquerque, N. M. The mem- 
bers of the firm are J. M. Vickrey and P. R. Beeman. 


McJohnston & Huckins is the style of a new plumbing 
firm which has started in business in the Robert Adams 
block on Egan Ave., Beaumont, Cal. 


The plumbing firm of Harris & Moon, Lake City, Mich., 
has been dissolved. Each of the two gentlemen will in 
the future conduct a business in his own name. 


C. E. Younce, who was formerly in the plumbing busi- 
ness in Astoria, Ore., and who was a member of the firm 
of Younce & Baker, has started in business there on his 
own account. 


Batt & Co., Buffalo, N. Y., has been incorporated with 
a capital of $25,000 to conduct a plumbing and heating 
business. The incorporators are Robert C. Batt, Albert 
J. Batt and George W. Frank. 


[The Gibby Heating Co., Buffalo, N. Y., has been incor- 
porated with a capital of $40,000 to conduct a steam-heat 
ing business. The incorporators are J. D. Gibby, A. 
Vassler and C. Gibby, all of Buffalo. 


The A. F. Fettig Plumbing & Heating Co., St. Louis, 
Mo., has been incorporated by Alfred F. Fettig, Christo- 
pher Dunn and Martin Dorsey. 


The Valley Plumbing and Machinery Co., Brownsville, 
Tex., has been incorporated with a capital of $10,000. The 
incorporators are J. W. Lamb, S. C. Tucker and E. L 
surke. 

Modern Plumbing & Electric Co., Houston, Tex., has 
been incorporated with a capital of $10,000. The incor 
porators are: J. KE. Fisher, H. H. Fisher and C. A. 
Fisher 


The C. J. Leary Plumbing & Heating Co., New Ro 
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Sectional View Improved Capitol Steam Boiler. Note 
all sections are in halves, connected to countersunk 
topheader. Each section is independent of the other 


allio. Write us for catalogs giving height of boiler and water line. 
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DETROIT 139 Jefferson Ave. 

NEW YORK 129 Worth St. 

CHICAGO 34 Dearborn St. 

OMAHA . 916 Farnam St. 
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a Pipe header. 


CAPITOL BOILER and is furnished you as a part of the boiler. 


Consider the cost of a header when figuring the cost of a 
heating plant. Remember, the saving on a CAPITOL BOILER 


means a profit for you. 


Then consider the saving in headroom. The header is built 
in flush with the to; 
between boiler and ceiling. 


[ited States Heater Company. 


General Offices and Works: Fort St. and Campbell Ave., DETROIT, MICH. 
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chelle, N. Y., has been incorporated with a capital oft 
$5,000. The incorporators are: Cornelius J]. Leary and 
George E. Matern, Sr., both of New Rochelle; and Michael 
Curan, Mt. Vernon, N. Y. 
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GOVERNMENT CONTRACTS TO BE AWARDED. 


Supervising Architect James Knox Taylor, Treasury 
Department, Washington, D. C., will receive sealed pro- 
posals as follows: 

Until 3 p. m., Mar. 21, 1910, tor the construction (in 
cluding plumbing, heating and electric wiring) of the 
U. S. Postoffice at Lincoln, II. 

Until 3 p. m., Mar. 23, 1910, for the construction (in- 
cluding plumbing, gas piping, heating apparatus, electric 
conduits and wiring) of the U. S. Fostofhce at Conners 
ville, Ind. 

Until 3 p. m., Mar. 25. 1910, tor the extension and re 
modeling (including plumbing, heating and electric wi 
ing) of the U. S. Postothce of Lexington, Ky 

tee 


WISCONSIN NEWS. 

\ new central heating plant and laundry establishment 
will be erected at the Monroe county insane asylum and 
poor farm at Sparta, Wis., at an estimated cost of $15,800. 
Contracts will be awarded in the near future 

\ heating and ventilating system will be installed in 


the new school building to be erected at a cost ot$30,000 
by the village of Wauwatosa, a suburb of Milwaukee 

The recently submitted report ot John H. Owen, 
plumbing inspector at Racine, Wis., shows that permits 
were issued for the installation of plumbing and the con 
nection of sewers to 700 buildings last year. ‘Total in 
spections made numbered 1,436. 

Milwaukee plumbers are objecting to the Stern ordi 
nance betore the common council, providing that the 
streets shall be I tt 1! better condition tte th nstalla- 
tion of gas or sewer connections, on the ground that the 
provided tax would ive to be paid by the property 
OwWTNCI 





“We regard ourselves fortunate in having in 
stalled one of your boilers.” Chureh of Holy 
Spirit (Brooklyn) J.C. Wellwood, 


Consider This Saving 


With a CAPITOL BOILER, you do not have to build 


we 


The Topheader is a built-in portion of the 





he sections, giving you ample room 
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SALES AGENCIES: 
MINNEAPOLIS, MINN., 
ST. LOUIS, MO., : 
DENVER, COLO., : Kellogg & Stokes Stove Co. 
DULUTH, MINN.., Duluth Plumbing Supplies Co. 


Piumbing & S. F. Supplies Co. 
L. M. Rumsey Mfg. Co. 


oo _ 





















AP CLR EEA eR A URE aA cs SER 


- ~ 
= 
yaa we 


. 


oliedeteiendion nak: ae 






th: ihe ent a ai Sis Bh OO LF 


er 





New England Notes 








MASSACHUSETTS. 





The board of health at Natick, Mass., is preparing a 
set of plumbing regulations which will shortly be pre- 
sented to the state board of health for approval. The 
rules will require the employment of a plumbing inspec- 
tor at an annual salary of $200. 

I. W. Herrick, inspector of plumbing, Beverly, Mass., 
in his annual report, which has just been published, 
urges that the city officials do all in their power to do 
away with private sewers. 

At a recent meeting of the overseers of the poor, at 
Worcester, Mass., it was voted to have the plumbing in 
the Gale ward at the Home farm, which has been in use 
for twenty-five years replaced. The matter was left in 
the hands of the farm committee to take definite action 
and place the contract. 

[. L. Dibblee, Jamaica Plain, Mass., has soid his plumb- 
ing business on Center St. to Mayo & Southcott on Wash- 
ington St., who will conduct the place as a branch of 
their own place. 

The plumbing firm of Stenstream & DeLoid, Pepperell, 
Mass., will be dissolved by mutual consent at an early 
date. Herbert A. Stenstream has accepted a very attrac- 
tive offer from a plumbing firm at Bridgeport, Conn., 
and John DeLoid has several offers under advisement. 

Robert Maitland & Son, Clinton, Mass., are making 
alterations to the interior of their plumbing store on 
High St. The principal feature of the remodelled store 
will be a handsome display room. 

The journeyman plumbers of Quincy, Mass., have noti- 
fied the master plumbers that on May 1 the union will 
ask that the first-class minimum rate of wages for plumb- 
ers, steam and gas-fitters shall be 50 cents an hour, eight 
hours to be a day’s work, except on Saturdays, when 
four hours will constitute a day. Saturday afternoons 
and overtime to be paid for at double rates. 

Proposals for furnishing coils for the extension of the 
heating system at the Harrington school, New Bedford, 
Mass., were opened a few days ago by Inspector Ferguson, 
and the contract was awarded tu J. M. Conway, in that 
city, who was the lowest of the several bidders. 

Ansel T. Ward, of Athol, Mass., has moved his plumb- 
ing business into the court building, where he has secured 
better facilities 

John J. Cooney and John E. Higgiston, doing a plumb- 
ing business under the firm name of Cooney & Higgiston, 
at Milford, Mass., have agreed to dissolve partnership 
and continue in the same line of business separately. 

The journeyman plumbers of Beverly, Mass., have pre- 
sented a demand to the master plumbers asking for an 
eight-hour day five days a week and a four-hour day on 
Saturday, with a uniform wage of $4.40 per day. The 
matter is being considered by the master plumbers. 

Although the master plumbers at Worcester, Mass., have 
not given a direct answer to the demand of the journey- 
men for a change in the working schedule which will 
provide for a forty-four hour week with a salary of $24, 
it is understood that they are decidedly against the accept- 
ance of the proposition. In fact, so prevalent did the 
report become that thev were to refuse the proposition 
that a second one providing for a forty-eight hour week 
at $27, or $4.50 per day instead of $4.40 has been made. 
Both propositions, it is expected, will be turned down 
sharply. 

The following committee has been ‘appointed to con- 
sider the demands of the journeymen at the same pay, 
$24; T. J. McManus, O. S. Kendall, John Cahill, A. E. Me- 
Donald and V. J. O’Donnell. The committee will con- 
sult with the representatives of the journeymen and re- 
port at a later meeting. 

A special town meeting was held January 31 in Dan- 
vers, Mass., at which the matter of an appropriation for 
installing a steam plant in the Hose 2 building, Holton 
street, and Hose 3 building on River street were consid- 
ered. 

Arrangements have been completed for the installation 
of a new heating plant at the Congregational church in 
Chelmsford, Mass. The contract for a new boiler and 
the necessary changes in the piping has been placed with 
Welch Brothers, Lowell. 
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Franklin W. Williams is making preparations to open 
a plumbing establishment on Harrison Ave., Beverly. 

W. W. Campbell & Son, 17 Wendell St., Boston, have 
been awarded the contract for heating and ventilating the 
U. S. Naval hospital buildings at Chelsea, Mass., New- 
port, R. I., and Portsmouth, N. H. The consideration is 
in the neighborhood of $65,000. 

The public property committee has voted to ask the 
city council of Brockton, Mass., for an appropriation of 
$8,000 in excess of that of last year in order that new 
boilers may be installed in the Huntington and Howard 
school buildings. The committee has been warned that 
the boilers will be condemned the next time the buildings 
are inspected. Inspector of Buildings Elmer Lewis has 
recommended that new furnaces be placed in the Walnut, 
Union and Kingman schools to replace those in use since 
the erection of the buildings. Final action has not yet 
been taken on the recommendation. 
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CONNECTICUT. 





Wolfel & Greenwald, South Norwalk, Conn., have been 
awarded the contract for the plumbing in the residence 
which is being erected for W. H. Cary. 

H. L. Blakeslee, Thomaston, Conn., has leased a store 
in Hosford’s block, where his plumbing business will 
hereafter be located. The new store is much more desir- 
able for his business than his old location on East Main 
street. 

Edward Flannagan, Fairfield, Conn. is having a fine 
office fitted up in his plumbing establishment in the 
Lyceum block. When this is completed he will be much 
better able to receive customers and talk business with 
them without interruption. 

Anthony Adams. Stafford, Conn., has been awarded the 
contract for plumbing four new cottages to be erected 
at the state agricultural college at Storrs. He will also 
do the heating work, his bid on both being the lowest of 
several received by the school officials. 

The Aetna Heating Co., New Britain, Conn., has been 
awarded the contract for installing the heating plant in 
the new school building at Berlin. 

Contracts for sanitary equipment in the Horace Day, 
Lovell and Wooster schools, at New Haven, Conn., have 
been awarded, the plumbing work going to Rourke 
Brothers, whose bid of $4,597 was the lowest submitted. 

The directors of Grace Hospital, New Haven, Conn. 
have voted to build a central heating and electric lighting 
plant at a cost of $45,000. 

Thomas Burns, Norwich, Conn., has been awarded the 
plumbing and heating contract in connection with the 
new residence being erected for W. P. McGarry. 

The Smith & Barry Company, Noank, Conn., has moved 
its plumbing and heating business to new and larger quar- 
ters in that town. 

Harry Blakeslee, East Main St., Thomaston, Conn., has 
leased the building of Selectman Hosford on South Main 
St., where he will soon locate his plumbing business. The 
new store will give him needed additional room. 

Joseph Mullins & Co., Bridgeport, Conn., has the con- 
tract for the plumbing and metal work in connection with 
the new store and tenement building which is being 
erected on Barnum Ave. for William and James Garrity. 
The building will contain two stores and four apartments, 
all with modern conveniences and the latest up-to-date 
open plumbing. The foundation is now being laid. 
~o eC 


RHODE ISLAND. 








The Providence Master Plumbers’ Association has 
elected the following officers for the current year: Presi- 
dent, C. P. Brennan; vice-president, John F. Davey; sec- 
retary, James Phillips; treasurer, James Tierney. 

On complaint of Plumbing Inspector Bemis at Provi- 
dence, R. [., a young man was recently fined $15 in the 
police court on the charge of illegally performing the 
work of a plumber. He was prosecuted under the new 
law prohibiting any person not licensed as a plumber 
or drain layer from representing himself as such. 

A bill has been presented to the state legislature of 
Rhode Island in the interests of the town of East Provi- 
dence asking that the town be granted the necessary au- 
thority to issue permits for plumbers and drain layers 
and to regulate all such work. Final action on the act 
is yet to be taken. 
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VERMONT. 





The firm of Clark Brothers, Richmond, Vt., has moved 
« plumbing and steamfitting establishment from the cor- 

er of Main and Troy streets to larger and more com- 
- nodious quarters in the Swett-Comings Company’s new 

building on the corner of Main and Powell streets. 

L. H. Farnham, St. Johnsburg, Vt., has sold his hard- 
ware and plumbing business to George Chamberlain, who 
is to take possession as soon as matters can be properly 
arranged. Mr. Farnham has been a well-known business 
man in St. Johnsbury for many years and proprietor of 
the store he is selling for the past 18 years. Mr. Cham- 
berlain has had 6 years’ experience in the hardware busi- 
ness in Hardwick previous to coming to St. Johnsbury. 
Mr. Farnham is to take up his residence in Boston, retir- 
ing from active business for the present 

John H. Stevens, Manchester, N. H., has purchased the 
interest of his partner, John J. Bradley, in the plumbing 
and steamfitting business, which the firm of Stevens & 
Bradley has conducted for the past four years, at 84 Man- 
chester St. Mr. Stevens will continue the business alone, 
assuming all obligations of the firm. 

A change in the arrangement and number of radiators 
used in heating the new city hall, Montpelier, Vt., has 
been ordered, the first arrangement being found to be 
unsatisfactory. The work will be changed to suit the city 
hall committee. 

OS 


NEW HAMPSHIRE. 





W. F. Thayer, whose plumbing establishment is lo- 
cated in the Thayer block, Farmington, N. H., was one 
of the heavy losers in the fire which swept the town re- 
cently, and which for a time threatened the destruction 
of the village. 

The plumbing and heating firm of Stevens & Bradley, 
Manchaseter, N. H., has been dissolved, John H. Stevens 
continuing the business and Mr. Bradley retiring. 

George Nutter & Son, Wilton, N. H., have secured the 
contract for the plumbing in the large Gregg bungalow. 
They also have several other smaller contracts in hand 
at the present time. 

Orr & Rolfe, Concord, N. H., have the contract for the 
heating and plumbing of the new Unitarian church at 
Andover. 

—___~+-e—_--- 


MAINE. 





E. A. Blanchard Co., Oldtown, Me., is fixing up what is 
declared to be the finest salesroom for the display of 
plumbing fixtures ever seen in that city. Several bath- 
tubs are connected up, affording a prac tical demonstration 
of the advantages afforded, while one part of the room 1s 
arranged as a model bathroom with the latest and most 
up-to-date fixtures. 

Payson Smith, acting for the board of state normal 
school trustees of the state of Maine, has advertised for 
bids for heating and plumbing the dormitory building 
now in process of construction for the Eastern State Nor 
mal School at Castine, Me. Proposals addressed to the 
trustees will be received at the office of the State Super 
intendent of Schools, State House, Augusta, Me., 1 p. m., 
on March 1. 


a _ Book Reviews 


“WROUGHT-PIPE DRAINAGE SYSTEMS.” 


“Wrought-Pipe Drainage amen" is the title of a valu 
able addition to the literature of the plumber written by 
J. J. Cosgrove, Philadelphia, Pa., and published by the 
Standard Sanitary Mfg. Co., Pittsburg, Pa. The subject 
of wrought-pipe is such an important one that a work of 
this character by a writer of Mr. Cosgrove’s standing 
should find a rapid sale among all those desirous of be 
coming thoroughly conversant with the details of their 
business. The text is applicable to any system of piping 
whatsoever which is put together with screw threads. 
The treatment of the subject combines the breath of view 
with conscientious attention to detail. It is a work with- 
out a useless word, the illustrations are of the clearest 
type, and their arrangement is encyclopaedic in its compre- 
lens*veness, 
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“OUTLINES OF BACTERIOLOGY.” 





David Ellis, lecturer in bateriology and botany to the 
Glasgow and West of Scotland Technical College, Glas- 
gow, has issued an interesting volume on “Outlines of 
Bacteriology,” treating the subject from both the tech- 
nical and agricultural standpoint. The plumbers and bac- 
teria are sworn enemies, with the advantage on the side 
of the bacteria. This advantage is largely due to the 
plumber’s ignorance of the resources of his enemy and 
the bacteria’s acquaintances gained at first hand of the 
advantages of the human anatomy as a summer and winter 
residence. The last chapter of the work deals with 
“Sewage and Sewage Disposals.” The book is useful to 
those who make an intimate study of bacteriological mat- 
ters, but it is too technical for the av erage reader. While 
herewith stating its existence and technical value, we do 
not advise our readers to purchase it without realizing 
its professional character. It can be obtained from Long- 
mans, Green & Co., New York. 


With the Makers 


PEDESTAL LAVATORY WITH IMPROVED SHAM- 
POO. 








A. Weiskittel & Son Co: | Saltimore. Md., has just sinned 
on the market an ename led-all over pedestal lavatory with 
improved shampoo fixture, as shown herewith. The 
shampoo fixture is said to contain several features which 
make it of more than ordinary interest to the trade, the 
most notable being that it can be attached to a regular 





Pedestal Lavatory with Improved Shampoo. 


lavatory without disturbing the center ideal waste fitting 
as 1S necessary with the regular combination shampoo 
cocks, which are generally located in the center of the 
slab. In this lavatory the hot and cold water faucets are 
in their usual place and the shampoo is attached to them 
in an elevated position out of the way. The entire combi- 
nation is handsome in appe: arance and includes china in 
dexed faucet handles and a large nickelplated brass sprink- 
ler. The manufacturer will be glad to send interested 
parties full particulars upon request, mentioning “Domes- 
tic Engineering.” 
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Classified Advertisements 


Advertisements under thi heading 4 
cents per word per issue, address in- 
cluded Remittance to be made with or- 
der To insure insertion copy should be 
received not later than Wednesd: morn 


Salesmen Wanted 


WANTED JRST-CLASS REPRESEN 

tative in the boiler and radiator line 
for territory adjacent to Chicago. Ad- 
dress No ZO] ‘PDpomesti ? finmee ring 


2955 Dearborn St (*hicago 


WANTED—SALESMAN FOR NORTH 

ern Indiana and southern LIliinois, ex- 
perienced in steam, hot water and plumb 
ing goods Address No. 218, ““Domestic 
iengineering, 325 earborn St (*hicago 


WANTED—TRAVELING SALESMAN 
famlilar with Plumbing anda Hieating 
Dakota; state 


spout! 


line, to trave in 
experience and terms in first lette! Ad- 


dre NO. 236 ‘Domestic Engineering, 
aS Pe , 5 


arborn St., Chicago 


SALESMAN ‘hicago and 
a side line 4 Sanitary new 
laundry tub: guaranteed 
manufacturer, no Sampie to Car®rry 
circulal Address No 
iengineering,’’ Chicago 


1 
ii a 


yranitine 
T ? 


seller from 


i 
‘*‘PDomestic 


SALESMAN, 


eating and 


WAN TED—COMPENTENT 
thoroughly posted = on 
power supplies to canvass the 
and mill trade in a t\arge ity Ad 
dress with full particulars, et : 

Domestic Le 


factory 


Isngineering.”” 3 


born St., Chicago. 


FAMILIAR 


imbing and 


WANTED SALESMAN 
with general line ot 1 
heating goods, to travel in southern 
Michigan, northern Indiana and north 
western Onlo. State full experience 
rmount of annual sales and salary ex 
Address No. 199, ‘‘Domestic En- 
rineering, 323-325 Dearborn St., Chi 
cago. 


poe cted 


ee 


WANTED ENGINEER SALESMEN 

for industrial and ccntral heating and 
power plants, to travel in middle West 
territory. Must have had technical train- 
ing and at least five years’ experience 
in selling heating systems and power 
station equipment High-grade men with 
first-class references only need apply 
Address No, 217, “Domestic Engineer- 
ing,’’ 325 Dearborn St., Chicago 


WANTED—A SEPARATE SALESMAN 
for each of the territories mentioned 
below, by a manufacturer of plumbers’ 
brass goods. If applicant for any particu- 
lar territory does not want or need all of 
that territory it would be more satis- 
factory to us. The more confined his 
territory, the better satisfied we will be 
Must be prepared to cover often and call 
on the jobbers. Commission basis (1) 
Central New York, (2) New England, (3) 
New York City, (4) Ohio, Indiana, 
Michigan, Louisville and Pittsburg, To- 
ledo center, (5) St Louis and Kansas 
(‘ity, (6) lowa and Nebraska, (7) St. 
Paul and territory and Duluth, (8) Ft. 
Worth, Texas, (9) Denver, (10) Salt 
Lake City, (11) New Orleans, (12) South- 
eastern States, omitting New # Orleans, 
center, Atlanta, Ga. Address No. 220, 
Domestic Engineering, Chicago 


Miscellaneous. 


A JOBBER WHO IS DESIROUS OF 

combining with other jobbers in pro- 
ducing a fixture catalog invites corre 
spondence Address No. 214. ‘‘Domestic 
Engineering,’ Chicago 


WAN TED-—IN A MODERN UP-TO- 
date foundry making lieht gray iron 
astings, well equipped with machinery, 
pienty of capital, desires to add to their 
ilready well established business the pro- 
duction of Aluminum and Brass castings; 
would buy entire outfit of patterns, etc. 
Also give to an energetic, up-to-date 
man a position to take the management 
and if capable the general management 
of the entire business Address No. 238, 
“Domestic Engineering (Chicago. 


DOMESTIC ENGINEERING 


Situations Wanted 


WANTED—SITUATION AS TRAVELING 

salesman; six years’ experience as 
journeyman steamfitter; good education; 
temperate Address No. 239, ‘‘Domestic 
Engineering,’ Chicago 


POSITION WANTED—BY SALESMAN, 
two years’ experience and acquainted 
with trade in lower Michigan, Ohio and 
Indiana; good references. Address No. 
215. ‘‘Domestic Engineering,”’ Chicago. 
WANTED—A POSITION AS SUPERIN- 
tendent, who has had a large experi- 
ence in the manufacture of plumbers’ 
supplies and sanitary specialties Can 
handle help and produce the goods. Ad- 
dress No. 226 “Domestic Engineering,’’ 
125 Dearborn St.. 


ae) 


Chicago 


POSITION WAN TED—BY PLUMBER 
and steam-fitter with five years’ ex- 
perience as foreman and estimator, with 
first-class firm, either city or country; 
capable of taking charge of business. 
Temperate and married. Address No 
216, “Domestic Engineering,” Chicago 


For Sale 


FOR SALE—FIRST-CLASS PLUMBING 

ind heating business in Colorado; pres- 
ent owner wishes to retire on account of 
Address 224, ‘‘Domestic Engi- 
neering, Chicago 


| 
old age 


FOR SALE—PLUMBING., HEATING 

and tinning business at inventory; 
town of 7,500; books show best trade in 
town. Come quick and do business. § 
A. Teel, Bangor, Pa. 


FOR SALE—PLUMBING AND 
ing business in New Jersey; 
owner's health; will sell at fair price 
Address No. 220, ‘‘Domestic Engineer- 
ing,’’ 325 Dearborn St., Chicago. 


HEAT - 
reason, 


FOR SALE—PLUMBING AND HEAT- 
ing business; eastern part of lowa; pop 
ulation 5,000; a bargain; owner has other 
business Address 223, ‘‘Domestic Engi- 
neering,’ 325 Dearborn St., Chicago. 


FOR SA LE—~—PLUMBING, HEATING 
and gas-fitting business; in town of 
30,000; new waterworks about to be in- 
stalled. Address No. 222, ‘‘Domestic En- 
gineering,’ 325 Dearborn St Chicago. 
FOR SALE—PLUMBING AND HEAT- 
ing business; western part of Wiscon- 
sin; population 5,000; Address No, 221, 
‘Domestic Engineering,’ 325 Dearborn 
St., Chicago 


FOR SALE—PLUMBING AND HEAT- 

ing business, established 15 years ago, 
city of 2,000 in central Iowa; will sell 
cheap; reason of sale other business re- 
quiring full attention. Address No. 237 


“Domestic Engineering,’ 325 Dearborn 
St., Chicago 


FOR SALE—HEATING BUSINESS 

which has been established for thirty 
years, owner retiring from business, and 
ean offer attractiv: proposition; good Op- 
portunity will give full details by com- 
municating with C. J. Reilly. 1427 Curtis 
St.. Denver. Colo 


FOR SALE—AN ESTABLISHED MAN- 

ufacturing business and equipment 
consisting of patents, patterns, machin- 
ery, tools, and brass foundry equipment 
for producing high-grade plumbers’ sup- 
plies, balleocks, glass floats, ete. A few 
thousand dollars will buy this bargain. 
©. H, Jones Co., P. O. Box 27, Hart- 
ford, Conn 


Plumbing Schools 


LEARN PLUMBING ON NEW BUILD- 

ings in four months Tools furnished. 
Master: Plumbers’ Trade School, 3659 
Finney Ave., St. Louis, Mo 


PERSONAL. 
Chas. H. Denison. 
(‘onsulting Practical Specialist Low 
Pressure Steam and Hot-Water Heating, 
Advice on Business Af- 
2730 Wilcox Ave., Chicago 


Gas, Plumbing. 
fairs Address 


Vol. L, No. &. 


WE PUBLISH: 


AIR ALVES FOR STEAM HEATING 
SYS S. This book tells how, hy 

and where air valves should be used. 

ox7i% in.; 39 pp. Postpaid, 25 cents. 








A COMPLETE GUIDE TO TESTINC 

PLUMBING. A full treatise show 
the necessity of testing new and 
work; methods of testing fully describ: 
7%xd% in.; seventeen illustrations. P 
paid, 25 cents. 


DEAN’S SYSTEM OF GREENHOUSE 
HEATING by steam or hot wat: 
used for years; convenient and reliable: 
makes greenhouse heating estimating 
very simple. Flexible cloth bound, 5: 

7%, | 46 pp. Postpaid, $2.00. 


MAKING THE BUSINESS PAY. Let 

ters of John Burton, retired successf! 
plumber and steamfitter, to his nephew 
still in business. Practical, instructiv. 
entertaining, a guide to better busin: 
Cloth bound, 5%x7% in.; 168 pp Post 
paid, $1.00, 


$e 8. 


SWIMMING POOLS. Their construction 

cold and hot water supply; various 
methods of heating the water; directions 
as to selecting correct sizes of heaters 
\ practical guide to the subject. Over 
thirty illustrations; 64x4% inches. Post 
pald, 20 cents. 


SIZKM OF FLOW AND RETURN STEAM 

MAINS Contributions from thirty 
heating engineers of different cities in 
United States, giving current practice; 
full of practical advice and useful tables 
sound in boards, 64x44 in., 104 pp 
Postpaid, 50 cents. 


TABLES FOR CALCULATING SIZES 
OF STEAM PIPES. These tables fur 
nish a method of determining sizes of 
Steam pipes for low pressure heating 
without laborious mathematical calcula- 
tions. Bound in cloth; 4%x6% in.; 47 
pp. Postpaid, $2.00. 





DEAN’S STEAM FITTER’'S COMPUTA- 

TION BOOK. Tables for finding 
cubical contents of rooms and radiation 
required, also general information on 
points of interest to steam and hot wa- 
ter fitters. Flexible cloth bound, 5x7™% 
in., 90 pp. Postpaid, $2.50. 


SANITATION IN THE MODERN HOME 
An invaluable guide to the architect, 
plumber, heating engineer and house 
owner, telling just what is necessary to 
make a home completely sanitary from 
the subsoil to the roof. &8x5™%4 in.; 272 
pp.; bound in cloth. Postpaid, $2.00 


SANITARY SEWERAGE OF BUILD- 
INGS. An authoritative statement of 
the principles and practice of sewering 
buildings, including the design and con- 
struction of plumbing systems, disposal 
of sewage in unsewered localities. ete 
8x5 in.; bound in cloth; 209 pp. Post- 
paid, $1.50. 
ROUGHING-IN HOUSE DRAINS. A 
complete guide to the work of rough- 
ing-in plumbing, from the digging of the 
sewer to the finishing length of the soil 
and vent stacks, giving each step to be 
taken and telling how and why it is 
done 644x4% in.; 184 pp.; bound in 
boards. Postpaid, 50 cents. 


PLUMBING CATECHISM. Second edi- 

tion. This book formulates, in ques- 
tion and answer form, the basic princi- 
ples of plumbing design and _ practice 
It is therefore especially commended to 
students in engineering and trade schools, 
and to master and journeymen plumb- 
ers, preparing for examinations. Bound 
in cloth, 6%x4% in 125 pp. Postpaid, 
$1.00 


NOTES ON HEATING AND VENTILA- 
TION. Second edition. This hook} is 
a resume of lectures delivered to classes 
in heating and ventilation at the Uni- 
versity of Michigan. It is written pri- 
marilv for the steamfitter and designer 
of heating svstems. Reduced to as hrief 
a form as possible, so that readers can 
readily find notes or data desired. B und 
in cloth, 6%x4% inches; 272 pp MySt- 
paid, $2.00 
Address 
DOMESTIC ENGINEERING, 
323-325 Dearborn St., Chicaag' 











